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Speed is essential if trucks are to make 
deliveries on time. But speed alone won't 
do the job. Power is also necessary to 
prevent delays in getting away under 
full loads, climbing grades, pulling out of 
tough spots. 


Eaton 2-Speed Axles provide drivers with 
both speed and power. This is made possible 
by the two gear ratios which Eaton provides 
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Axle Division 


for every conventional one. From "low low” 
to “high high” the Eaton driver can quickly 
find the most efficient gear ratio to deliver 
pulling power when needed, speed when 
desired. The result is faster running time. 


And, exclusive Eaton features assure longer 
axle life. Your truck dealer will gladly explain 
Eaton's planetary gearing, positive lubrica- 
tion, and other outstanding features. 
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EATON MANUFACTURING COMPANY 


CLEVELAND, OHIO 


a SODIUM COOLED, POPPET, AND FREE VALVES « TAPPETS « HYDRAULIC VALVE LIFTERS © VALVE SEAT INSERTS « JET ENGINE 
PARTS # ROTOR PUMPS ¢ MOTOR TRUCK AXLES « PERMANENT MOLD GRAY IRON CASTINGS ¢ HEATER-DEFROSTER UNITS ¢ SNAP RINGS 
SPRINGTITES # SPRING WASHERS « COLD DRAWN STEEL ¢ STAMPINGS « LEAF AND COIL SPRINGS « DYNAMATIC DRIVES, BRAKES, DYNAMOMETERS 
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‘4% Cost Per Yard is the best figure to keep 
in mind when you check your tire bills. And 
when you do, you'll find —as other cost- 
conscious construction men have already— 
that cost per yard is satisfactorily low when 
you use Goodyear’s special-purpose, special- 
tread, job-specialist tires. 


On a cost-per-yard comparison you're 
sure to find that It pays to Buy and 
Specify Goodyear! 


MORE TONS ARE HAULED ON GOODYEAR TIRES THAN ON ANY OTHER KIND 


Sure-Grip, All-Weather—T.M.‘s The Goodyear Tire & Rubber Company. Abron, Obie 
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anhattan Miracle 


@ New York City has just about the toughest traffic 
problem in the world. But it would be lots tougher were 
it not for a well-planned maintenance program which 
keeps everlastingly at the job of making the most of 
every inch of the existing facilities. Sound selection of 
methods and materials produces near-miracles in keep- 
ing traffic rolling while repairs and improvements are 
being made. 

Sections of Manhattan Bridge’s main roadway, carry- 
ing the bulk of nearly thirty million vehicles a year 
which use this famous span, were repaved while main- 
taining heaviest two-way traffic. Every detail of the job 
was planned and timed in advance. 

Taking full advantage of the dependable Aigh early 
strength of ‘INCOR’ AIR-ENTRAINING HIGH EARLY 
: STRENGTH PORTLAND CEMENT assured quickest re-use 
‘Incor’ paving on Manhattan ; of the new paving. Dependable Aigh ultimate strength, 
Bridge; right, placing con- 4 in turn, assures long-time, low-maintenance service— 

} ; e ; shown by many years’ ‘Incor’* performance on highways 
crete while maintaining two- . . . in New York City and throughout the nation. 
"Reg. U.S. Pat. Off; 
MANHATTAN BRIDGE — Manhattan-Brooklyn 
Main Deck Repaving 
Supervision: DEPT. OF PUBLIC WORKS, City of New York 
General Contractor: 
EDENWALD CONTRACTING CO., Bronx, N. Y. 
Ready-Mix ‘Incor’ Air-Entrained Concrete: 
COLONIAL SAND & STONE CO., INC., New York City 
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way traffic; below, ‘Incor’ 
Air-Entrained Concrete as- 
sures long-time, mainte- 
nance-free service. 


LONE STAR CEMENTS COVER THE ENTIRE CONSTRUCTION FIELD 


LONE STAR CEMENT CORPORATION 


Offices: ALBANY + BETHLEHEM, PA. + BIRMINGHAM + BOSTON + CHICAGO + DALLAS + HOUSTON «+ INDIANAPOLIS 
KANSAS CITY, MO. + NEW ORLEANS + NEW YORK + NORFOLK + PHILADELPHIA + RICHMOND + ST. LOUIS + WASHINGTON, D.C, 


LONE STAR CEMENT, WITH ITS SUBSIDIARIES, 1S ONE OF THE WORLD'S LARGEST CEMENT PRODUCERS: 17 MODERN MILLS, 125,000,000 SACKS ANNUAL CAPACITY 


2 THE CONSTRUCTOR, JUNE 1951 





CONTENTS 





CONTROLS 


Controls Program in High Gear; Further Regulations 
Due by July 1..... < - sas ; 
Virtually All Construction Now Under Control 
Construction Controls Being Decentralized ; 
Nineteen Claimant Agencies Named for Materials 
Separate Order Due for Gas, Petroleum Construction 
Wilson Credit Letter Gets Cold Shoulder. . 
Controls Checklist. . 


LABOR RELATIONS 


Wage Stabilization Commission Set Up for Construction 
rea ee 
NLRB and Court Disagree on Case Legality of Lockouts 


APPRENTICE TRAINING 


Houston Goes All Out for Craft Training 
Michigan Lowers Apprentice Age to 16 


NATIONAL DEFENSE 


Three A.G.C. Units Win Army Applause at Camp 
Pickett pees hin all ; eieadton 

Civil Defense Forums Draw 1200 Officials 

Minnesota’s Third Unit Ready 


BUILDING 


Architects Censure Controls on Building 


A.G.C.-A.LA. Groups Meet 


HEAVY e RAILROAD 


Lock Rebuilding Poses Unique Problems on Monon- 
gahela abide alee dc 
Missouri Water Ample for Pick-Sloan Plan 


(0k 


BUILDINGS * HIGHWAYS * AIRPORTS 


HIGHWAYS ¢ AIRPORTS 


Bridges on the New York-Washington Expressway 
Paving Begins on New Jersey Turnpike 


ACCIDENT PREVENTION 


A.C.1-A.G.C. Committee Cites Safety Policy 


LEGISLATION 


House Continues Economy in Reducing Money Meas 
Oc ctenskebaacakess 
Debate on Extending Controls Act 


EQUIPMENT 


Equipment Metal Need Urgent; Many Items to Become 
Searcer . genus ; 

Ceiling Price Regulation for Rental Rates Expected 

Compensation for Contractor-Owned Equipment Studied 


CHAPTERS e BRANCHES 


Western Chapters Accent Labor Problems 
Florida A.G.C. Council Meets 


News of the Month 

Constructographs 7, 9, 11 
Consumers’ Price Index 

Sidelights for Contractors John C. Hayes 
Editorials : 

A.G.C. Forms and Reports 

New Equipment and Materials 

Advertisers’ Products 

Index of Advertisers 





EXECUTIVE DEPARTMENT 


H. E. FOREMAN JOHN C. HAYES 
Editor Legal Adviser 


JOHN B. SWEM 


Assistant Treasurer 





BOARD OF DIRECTORS 
GEORGE B. WALBRIDGE WILLIAM MUIRHEAD 
President Secretary-Treasurer 
H. E. FOREMAN G. W. MAXON B. L. KNOWLES 
Vice-President Director Director 


EDITORIAL DEPARTMENT 


WILLIAM E. WOODRUFF WILLIAM G. DOOLY, JR. 
Managing Editor News Editor 





BUSINESS DEPARTMENT 


GENEVIEVE MORRIS 
Assistant 


M. S. BECK 
Business Manager 





COVER 


A natural force—fall of the tide—was harnessed by engineers in 
positioning a 250-foot span of superstructure steel for the 3,450- 
foot vehicular viaduct between Boston Harbor’s Long Island and 
the Massachusetts mainland at Squantum. The two-lane bridge, 
to be completed this summer, will provide the first direct highway 
route to Boston’s city hospital facilities on the Island, eliminating 
ferry service. At flood tide the span was floated into position and 
put into permanent place on the New England granite piers as the 
tide ebbed. Substructure was built by Merritt-Chapman & Scott 
Corp., New York, and superstructure by Bethlehem Steel Co. 
(Bethlehem Steel Photo.) 
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Rex Pumpcrete has proved the lowest cost 
concrete placement method on hundreds of bridges, 
viaducts and dams. For Example: 


VIADUCT S-Pumpcrete is 
usually ideal for viaduct work because it 
can handle the job without disrupting 
traffic and can pump to a height of 120’, 
eliminating need for towers. Here it de- 
livers concrete to a viaduct pier from lo- 
cation on the opposite side of a rail yard. 
Pipe is laid in a shallow trench under 
the tracks. 


BRiI0GES Pouring bridge piers 

in mid-stream is a fine example of 
cost-cutting Pumpcrete use. Pipe line is run 
out and into the piers. No heavy road 
needed to support trucks. No danger of 
preparatory structures being ‘“‘washed out.” 
When one pier is completed, pipe 

is mercly extended to the next one. It 

is also used to pour bridge deck. 


Dams Time after time Pumpcrete 


proves to be the most economical 

method for pouring dams and spillways. 
Preparatory costs are held to a minimum, 
and a steady, large volume flow of 

concrete is assured. On this job a single 
pipe line and light cableway handled 

all concreting for a 500-foot spillway and 
multiple arch bridge above. 
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PUMPCRETE PUMPCRETE  PUMPCRETE  PUMPCRETE 


REDUCES DIRECT LABOR COST 


Concrete is transported, ele- 
vated and placed in one op- 
eration. No buggying needed. 


REDUCES PREPARATORY COSTS 


Pumperete and pipe line fiexi- 
bility eliminate need for many 
access structures in road 
building and maintenance... 
trestling and scaffolding, ete. 


REDUCES “DEAD TIME”’ 


Pumpcrete delivers concrete 
steadily... promotes smooth, 
steady job progress with no 
interference between various 
crews. 


REDUCES NON-PRODUCTIVE 
MOVING TIME 


No need to move mixing 
equipment from place to 
place. Pipe line placement 
permits spotting of Pumpcrete 
in the one best location for 


Ask your local Rex Distributor to give you the details 
of the many advantages of concrete by pipe line. Or, if 
you prefer, write to Chain Belt Company, 1625 W. 
Bruce Street, Milwaukee 4, Wis. 


concrete placement. 


CONSTRUCTION MACHINERY... 
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S OF THE MONTH 





Last month was significant for the 
construction industry as practically all 
private and public projects requiring 
more than 25 tons of steel were placed 
under control with authorization re- 
quired from National Production Au- 
thority. Defense plant construction 
with rapid tax amortization certificates 
was exempt, as was petroleum and 
gas construction for which a separate 
order is due; the definition of ‘“‘com 
mence construction” was rewritten and 
limits placed on personal property in 
stallations. (Page 23) 


Lack of prompt implementation of 
processing of applications to start 
projects, due to inadequate machinery 
in the field, was criticized by industry. 
Following A.G.C. meetings with NPA 
officials, authority was granted to field 
offices to approve projects requiring 
up to 50 tons of steel and costing up 
to $1 million. Further decentraliza- 
tion with delegations of processing 
authority to other agencies expected 
this month. (Page 24) 


Controlled Materials Plan Regulation 
6 for the construction industry was 
still being perfected by month’s end, 
and was scheduled to come out early 
in June. Other regulations, 1 through 
t were issued, setting up operating 
procedures for allocation of the three 
basic metals, steel, copper and alum 
inum. A tougher order curtailing 
aluminum use was expected. 


Nineteen government agencies were 
designated by DPA to estimate basic 
material requirements for various pro 
grams. Fifteen will be concerned with 
needs of the construction industry, as 
the first step in the plan for controlled 
materials, Page 26 


Voluntary restraint of borrowing ad- 
vocated in Defense Mobilizer Wilson’s 
letter to governors, mayors and county 
finance officials appeared to be unac 
ceptable to a cross-section of officials 
interviewed by the Wall Street Jour- 
nal. Implications were that finance 
ing and construction of urgent public 
works would go ahead in many in 


stances. (Page 28 


Steel situation is much confused. 
Controls on have been 


based largely on restricting use of 


construction 
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But steel officials meeting under 
auspices of American Iron and Steel 
Institute predicted surplus of steel 
by fall at current rate of production 
and consumption. Defense Produc- 
tion Administration officials meanwhile 
told Congressional committee that mil- 
itary program now is taking about 
eight per cent of nation’s total steel 
supply, and is expected to be using 40 
per cent by third quarter of 1952. 


steel. 


Military construction contracts 
amounting to $1.9 billion were let dur- 
ing the first 10 months of 1951. Ex- 
pansion of facilities under rapid tax 
amortization program has cost more 
than $4 billion so far, with more than 
half this amount declared eligible for 
tax benefits. 


Navy has started $192 million pro 
gram of improvements for most of its 
air stations, with several airstrip proj- 
ects scheduled for advertisement dur- 
ing the next month. Several 8,000- 
foot runways will be built, many exist- 
ing ones extended, and most runways, 
taxiways and parking aprons strength- 
ened. During April the Navy awarded 
18 shore establishment contracts at 
more than $16 million, all on a lump 
sum, competitive bid basis. 


Inflation has eaten up $7 billion of 
the $35 billion appropriated for cur 
rent fiscal year, according to Defense 
Secretary Marshall, who asked exten 
sion of Defense Production Act. Bu- 
reau of Labor Statistics reports that 
the 10-month spurt in cost of living has 
stopped leap-frogging with mid-April 
figures only a shade higher than pre- 
vious month. 


Debate on extension of controls au 
thority, which expires June 30, has 
been platform for stronger government 
regulation versus curtailment of direct 
controls and establishment of stronger 
indirect controls. If new act is not 
readied by end of June, a limited ex- 
tension can be expected. (Page 53) 


Supplemental appropriations total- 
ing $6.8 billion were passed on to the 
President who signed the fourth sup- 
plemental bill which included $6.4 bil 
lion for the military, $59 million for 
Atomic Energy Commission, and $3.7 


million for the Bonneville Power Ad- 
ministration. Funds 
1952 are being considered in separate 
bills. (Page 51) 


for fiscal year 


Shortage of construction machinery 
and repair parts will get worse unless 
government begins to allocate some 
metal to manufacturers. Facts of 
this new handicap to the contractor 
came out in meetings last month of 
Joint Cooperative Committee of Con- 
struction Industry Manufacturers and 
A.G.C. (Page 54) 


Almost the total production of con- 
struction equipment is now going to 
U. S. and foreign governments, and 
contractors here may feel a real pinch 
in repair parts, if critical metals do 
not reach manufacturers. 


Compensation for contractor-owned 
equipment used on defense projects 
and rental rates was another topic 
discussed in Chicago last month. Best 
results are expected to come through 
use of ceiling prices, establishment of 
which is expected before July 1. Rep- 
resentatives of both Associated Equip 
ment Distributors and A.G.C. have 
been invited by Office of Price Sta 
bilization to consult on proposed regu 
lation. 


Relaxation of building controls in 
areas where there is no defense con 
struction was requested by American 
Institute of Architects in a resolution 
passed last month which recognized 
that concentration of operations in 
defense areas will upset the balance 
and well-being of the building indus 
try. Page 39) 


Primary roads which are the nation’s 
defense arteries are expected to get 
priority over all other types, accord 
ing to officials of the Bureau of Public 
Roads. 


Joint Cooperative Committee of the 
Associations of Casualty Insurers and 
the A.G.C. met last month to renew 
efforts for fewer accidents in the con 
struction and to establish 
working policies by which a greater 
number of contractors might be sold 
on improving accident prevention on 
the job. (Page 46) 


industry 
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N one of the northwest’s toughest high- 
O way jobs—relocating 4.4 miles of U. S 
2 along the steep sidewalls of rocky Pine 
Canyon, near Wenatchee, Washington— 
Goodfellow Brothers, Inc., assigned the most 
difficult hauling to 3 GM _ Diesel-powered 
16-ton Tournarockers. 
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“They are working out very satisfactorily,” 
said James B. Goodfellow. Powered by 186 
H.P. 6-cylinder “71” engines, the rear-dump 
Tournarockers hauled 9 to 11 bank yards 
each trip. On one 2800-foot, one-way haul, 
job records show that the three GM Diesel- 
powered units easily handled shovel produc- 
tion of 1000 yds. every 8-hour shift—helping 
to keep the job on schedule despite steep 
grades, rough haul roads and confined haul- 
ing conditions at altitudes of 2000 feet. 


Power at Every Downstroke 


There are good reasons for this performance 
—rugged design and precision manufacture, 
two-cycle operation, a smooth flow of plenty 
of power, quick acceleration and the always- 
ready-to-go qualities of General Motors 
Diesels. 

These engines are offered as standard or op- 
tional equipment in over 500 kinds of power 
machinery by 120 different manufacturers. 
They are backed by the experience gained in 
building more than 315,000 Series 71 units 
totaling over 48,000,000 horsepower. 

For any equipment you buy or re-power, it 
will pay to specify GM Diesel power. 


DETROIT DIESEL ENGINE DIVISION 


SINGLE ENGINES ... Up to 275.P. DETROIT 28, MICHIGAN MULTIPLE UNITS... Up fo 800 H. P. 
GENERAL MOTORS 


DIESEL BRAWN WITHOUT THE BULK 
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CONSTRUCTOGRAPHS 





A Series of Graphs Outlining the Construction Trend 


Compiled by The Associated General Contractors of America 


TREND OF CONSTRUCTION COSTS 





The average of construction costs in the principal 
construction centers of the United States for May 
stands at Index Number 378, according to the 
A.G.C,. Index. The cost figure for May 1950 was 
346. The 1913 average equals 100. 


WAGE AND MATERIAL PRICE TRENDS 





The average of wages in the principal construction 
centers of the United States stands at 503 for 
May. One year ago the average stood at 468. 
The average of prices paid by contractors for basic 
construction materials for May stands at Index 


Number 296. The average a year ago stood 
266. The 1913 average, again, equals 100. 


CONTRACT AWARDS IN 37 STATES 





The volume of contracts awarded during April 
(Index Number 277, based on 1936-1938) is an 
increase of 22 points from March, and a decrease 
of 18 points from April 1950. 


REVENUE FREIGHT LOADINGS 





Revenue freight loaded during the first 20 weeks 
of 1951 totaled 15,066,839 cars. For the same 
period in 1950, loadings amounted to 13,198,520 
cars. This represents an increase of 14 per cent. 





@ Wage, Material Price and Construction Cost Trends 
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built | better| with the big 4... 











Internal strength, adequate roof protection, and finished architectural appearance, 
are achieved in these streamlined Armstrong Furnace Company structures, Columbus, Ohio, 
through the use of the Truscon engineering products listed below: 


1. Truscon Architectural Projected Steel Windows. Extremely rigid 


construction, ample ventilation and freedom from drafts, and attractive 
architectural design are features of this widely-used window. 


2. Truscon Pivoted Steel Windows. Strong, slender muntin bars admit maximum 
daylight. Sturdy construction. Easy operation. 

3. Truscon “O-T” Open Truss Joists. A Warren truss having top and bottom chords of wide 
tee-shaped members, and a plain round continuous member. Rigid, fire-resistant, economical. 
4. Truscon Ferrobord Steeldeck. Strong, light weight roof decking, for flat, 
pitched or curved roofs. Can be insulated to any desired degree of insulation. 

Credit: Robert W. Setterlin & Sons, Contractor. M. E. Miller, Consulting Engineer. 


See SWEET’S for complete details on the entire line of Truscon Steel 
Windows for every purpose; and write for 
detailed literature on all other Truscon Steel Building Products. 


PRODUCTS 


TRUSCON® STEEL COMPANY youncsrtown 1, ono 


Subsidiary of Republic Steel Corporation 
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@ TOTAL Construction compared 
with Gress National Product 
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CONSTRUCTION 
38 


TOTAL 
CONSTRUCTION 


ee 
poorer” 
yy 
“w+ GROSS 
NATIONAL 
PRODUCT 


@ NEW Construction compared 

with Gross National Product* 
(BILLIONS OF DOLLARS) 
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DATA SUPPLIED BY DEPTS. OF COMMERCE AND LABOR 
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The new Allis-Chalmers tractors are the toughest, 
strongest tractors ever built. Every part in each 
of the four models has ample size and strength to 
do its job — not a weak link nor a compromise 
anywhere. 

And that’s no accident! To bring you tractors 
like these . . . with the qualities you want... 
Allis-Chalmers built ’em completely new — from 
the ground up. 


You can depend on them to take the loads, the 


All-Steel Welded Construction 
More Power with Bigger Engines — 
Longer Engine Life 

More Weight, Greater Strength 
Extra Heavy Main Frames — No 
Extra Reinforcement Needed for 
Front-Mounted Equipment 


ed Final 


 REETS CHALMERS 


ACTOR DIVISION 


The Newest, Finest Tractor Line on Earth! 


2.2‘. ho 


Hydraulic Torque Converter Drive 


40.26 drawbar hp. 
11,250 tb. 


70 drawbar hp. 
18,800 tb. 


102 drawbar hp. 
27,850 th. 


wit wish 2 
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@ Long-Lasting, Large Diameter Clutches 
@ Double Reduction, Straddle-Mount- 
Drive Gears with Live 
Sprocket Shafts and Caged Bearings 
@ Positive Operating Track Release — 
Works in Oil on HD-9, HD-15, HD-20 


wae be eg 
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jolts of today’s jobs . . . because they are modern 
tractors designed for the most grueling operating 
conditions. They will more than measure up to 
your expectations! 


Here are just a few of the many reasons why this 
NEWEST, FINEST TRACTOR LINE ON EARTH 
is Built To Take It... besides being easy to operate, 
easy to service and outstanding in performance. 
Your Allis-Chalmers dealer will gladly explain all 
these advantages .. . see him NOW. 


@ All New, Specially Designed Track 
Assembly 


@ Positive-Seal Truck Wheels, Support 
Rollers and Idlers — Mounted on 
Tapered Roller Bearings. 1,000- 
Hour Lubrication! 


MILWAUKEE i, U. S. A. 


e DESIGNED FOR YOUR JOB 
e BUILT TO “TAKE IT” 
@ EASY TO OPERATE 


175 net engine hp. @ EASY TO SERVICE 


41,000 tb. 
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NEW CONSTRUCTION ACTIVITY 
@ Private Residential and Nonresidential Building * (MILLIONS OF DOLLARS) 
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* Residential excludes form; Nenresidential includes industrial, commercial, institutional, ond socio! and recreational building, but excivdes public utility building. 





@ Selected Types: (CUMULATIVE, MILLIONS OF DOLLARS) 1950 and 1951 VOLUME THROUGH MAY 
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INDUSTRIAL OTHER NON- PUBLIC NONRESIDEN- 
RESIDENTIAL* UTILITY TIAL BUILDING 


* Includes commercial, institutional, and social and recreational building 
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IF YOU WANT TO HELP YOUR COUNTRY— 
AND YOURSELF AT THE SAME TIME— 
READ EVERY WORD ON THESE TWO PAGES 


Keeping equipment on the job is of prime importance 
today —to the nation as well as the contractor. The Mili- 
tary plans to spend 8 to 9 billions on construction in the 
next 18 months. And a production backlog of 52 billions 
was carried over into 1951 for bridges, roads, earthwork, 
government work, waterworks and other essential projects. 

Right now there is a shortage of materials with which 
to build urgently needed machines and parts. Military and 
Defense Rated Orders get the nod over unclassified civil- 


ian needs. Steel and other materials are in short supply. 


This means that you—with our help—must get every last 
machine-power hour out of the equipment and parts you 
now have. 

Down-time will not only weaken the defense effort, 
it can put the contractor himself in the hole. To get future 
business, he must get current jobs done without penalty 
or sacrificing his bond. Down-time means bad distribu- 
tion of equipment: it means costly damage to equipment 
forced to do work it’s not built to handle. 


1 “Cat” D8 Tractor with “Cat” 8A Bulldozer 
and one with an 8S ° Dozer working on relocation 
of highway and railroad along the Columbia 
River, Oregon. The job was necessary because of 
construction of the McNary Dam, Contractor is 
the Ltah Construction Co., Ogden, Utah. 


So to stay in business profitably, and help America 
arm for defense, do these things now: 


1 Use equipment properly. “Cat” machines are built for hard 
use—not abuse. 


2 Give extra attention now to preventive maintenance (see 
next page). 


Have your equipment superintendent plan ways and means 
with your “Caterpillar” dealer. His maintenance responsibil- 
ity begins where your operators’ and mechanics’ responsibility 
ends. He has the skilled servicemen and equipment to rework 
and rebuild worn parts to keep your machines on the job longer. 


CATERPILLAR TRACTOR CO. ¢ PEORIA, ILLINOIS 


The last war showed the 
Military that “‘Cat”’ 
Earthmoving Equipment 
was as important to de- 
fense and offense as tanks. 
Here Sgt. Robert: Chris- 
man operates a “Cat™ D7 
Tractor with matching 
blade on Davison airstrip 
at Ft. Belvoir, Va. 





Job ahead / 


loure 


C 


Voctor 


Today no owner can afford 

to think of direct costs alone. 
Good care of equipment can mean 
the difference between a 
producing machine and one laid 
up for repairs. To see how 

good care can save many hours 
of equipment life, reread your 


Operator's Instruction Book often 





and follow these suggestions. 





CATERPILLAR 


DIESEL ENGINES « TRACTORS - MOTOR GRADERS e EARTHMOVING EQUIPMENT 


e DUST 


Think of dust as Machine Enemy No. 1. A few grains today—a 
few more tomorrow—and soon the result adds up to serious wear. 
Dust or dirt plugged breathers or air cleaners—use of dirty oil con- 
tainers—loose intake manifolds—loose inspection covers—dirty 
clutch compartment—failure to wash flywheel clutch compartment 
—worn seals on crankshaft—defective gaskets—failure to clean oil 
filter openings . . . these are some of the vulnerable spots. 


TRACK ASSEMBLY 


Don’t let abusive use or neglect cripple the service life of your track 
assembly. Track adjustment and lubrication of rollers, carrier 
rollers and idlers are your job. Before excessive wear occurs on 
grousers, links, pins, bushings, idlers, rollers and sprockets, call in 
your “Caterpillar” dealer. He can build up grousers, rollers, idlers 
and links, and replace sprocket rims and turn pins and bushings so 
you will have many additional hours of service. 


CYLINDER HEADS 


Prevent cracked cylinder heads by avoiding overheating, freezing, 
scale deposits, filling a hot engine with cold cro pulling heads 
down too tight, and other poor Your 
“Caterpillar” dealer can repair most cracked cylinder heads. He 
can replace worn valve seats with valve inserts and restore the 
rocker arm mechanism to serviceable limits. Consult your Opera- 
tor’s Instruction Book for proper cooling system and valve care. 


COOLING 


Don’t let your engine overheat. Keep the cooling system free of 
seale, rust and sediment. Use soft or treated water, and when 
freezing temperatures exist, protect your engine with anti-freeze. 
Clean the radiator regularly with chemical flushing solutions. 
Remove foreign matter from the core by brushing or washing. 
Prevent engine troubles which come with overheating. Consult 
your Operator’s Instruction Book for proper cooling system care. 


LUBRICATION 


Careful lubrication practices will add much to your satisfaction 
through equipment performance, economy and long life. Use only 
recommended lubricants, changing the lubricant at proper inter- 
vals. And use only “Caterpillar”-proved filter elements. Remove 
dirt from fittings and clean around the crankcase filler cap before 
adding oil. A little care saves many hours of engine life. Consult 
the lubrication chart in your Operator’s Instruction Book. 


PISTONS AND LINERS 


Almost all the piston wear occurs in the upper ring groove. Your 
“Caterpillar” dealer can renew your pistons by machining the 
upper ring groove for a wide ring, many sizes of which are chrome 
plated. Worn liners can be deglazed and put back to work for many 
additional hours of service life. Consult your Operator’s Instruction 
Book for information on lubrication and the oil cooling system. 
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A REPEAT ORDER i: 


the Result of Performance 


Tuirty-Nine repeat orders demonstrate a lot of 
performance — and it must have been satisfactory per- 
formance too. 

Brown & Root, Inc., know equipment. They can have 
any Shovel, Crane, Dragline or Pullshovel they want— 
and they have bought their fortieth Northwest. 

They have had them in light digging and heavy (the 
one in the picture is digging granite). 

Add it up for yourself! A Shovel can be a real source 
of profit or a colossal headache and there is a loc more 
than the price you pay to be considered. The experience of 
Northwest users is the best guide there is and when outfits 
like Brown & Root, Inc., put their money on Northwest 
you can be sure Northwests will make money for you. 
Plan ahead now and follow the Northwest Crowd. 
NORTHWEST ENGINEERING COMPANY 
1502-8 Field Bldg., 135 South LaSalle St., Chicago 3, Illinois 





BROWN & ROOT, Inc. 


HOUSTON, TEXAS 
buy their fortieth 


NORTHWEST 
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- With Open-Web 


Steel Joist Construction 


There’s need for speed in building today—an urgency 
that has to be met. For the nation’s industrial plants 
must expand so enough of the things vital to defense 
can be made in quantity —quickly. And to help you 
complete more plants “on time’, open-web steel 
joist construction truly meets the need. Here is the 
fastest way ever to build, with a saving in labor, too. 
No temporary framework is necessary—there’s 
nothing to take down. So since speed is the need on 
“rush order” plants, specify Ceco open-web steel 


wonvERn 7Z2itt Co lp Ch 


RUS 


Ceco open-web steel joists are especially suit- 
able for roofs of one-story defense plants. Their 
light weight permits speedy installation without 
special equipment or falsework — also reduces the 
size of supporting beams, columns and footings. 
More manufacturing area is made available. 


joists. They are fabricated to exact sizes in the fac- 
tory, come to the job tagged, ready to install. Ceco 
assures you fast service from five strategically located 
plants: Birmingham, Chicago, Houston, and the 
New York and Pittsburgh areas. When speed’s your 
need—call Ceco. Ask for new steel joist catalog. 


CECO STEEL PRODUCTS CORPORATION 
General Offices: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 


eS 


/n construction products CECO ENGINEERING ~2kes the big difterence 
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CONSUMERS’ PRICE INDEX 





For Moderate income Families in Large Cities 


(Formerly referred to as the “Cost of Living Index,” compiled by the Bureau of Labor Statistics) 


Tus table indicates the average changes in retail The Bureau of Labor Statistics surveys 10 key cities 
prices of selected goods, rents and services bought by every month and 24 other large cities quarterly. Prices 
the average family of moderate income from February 
15, 1949 to April 15, 1951. 

They are presented here for use by employers who 
may wish to take these cost of living data into consider- : miei re oon.00 
ation when contemplating adjustments of wages based putations are based on the indexes or the years 1935-39, 
on increased living costs. which are taken as the average of 100 points. 


are obtained on food, fuel, apparel, house furnishings 
and miscellaneous goods and services. Rental informa- 
tion is obtained quarterly only for all cities. The com- 


1951 
MAR. 
15 





Average 184: 





Birmingham 

Mobile, Ala. 

Los Angeles, Calif. 
San Francisco, Calif. 
Denver, Colo. 


Washington, D. C. 
Jacksonville, Fla. 
Atlanta, Ga. 
Savannah, Ga. 
Chicago, Ill. 
Indianapolis, Ind. 


New Orleans, La. 
Portland, Maine 
Baltimore, Md. 
Boston, Mass. 


Minneapolis, Minn. 


Kansas City, Mo. 
St. Louis, Mo. 
Manchester, N. H. 
Buffalo, N. Y. 
New York, N. Y. 


Cincinnati, Ohio 





Cleveland, Ohio 
Portland, Ore. 
Philadelphia, Pa. 
Pittsburgh, Pa. 
Scranton, Pa. 
Memphis, Tenn. 


Houston, Texas 
Norfolk, Va. 
Richmond, Va. 
Seattle, Wash... .. 
Milwaukee, Wis.. 
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MACOMBER 
COMPLETE 
syeiel 


BUILDINGS 


Reed SEEKING + HOOr PeRLIN: © WHEED SPM: TeeNHTD 


HELPFUL 
INFORMATION 
FOR ANY OWE 
INTERESTED 
IN PLANT 
DESIGN 





Within the overall responsibility of the Architect and the 
Contractor is the design and erection of THE STEEL. 


Our major objective throughout the broad field of engi- 
neered construction is to handle this job in a manner that 


repeatedly lays this entire responsibility in our lap. 


From your standpoint, the whole steel framing job is 


wrapped up in a one-source contact. 


You have a staff of construction engineers ready to pitch 
in and detail your framing plan—engineers who can 
usually reduce costs with standardized members and 


control fabrication of each unit—direct to the job. 


Men, long in the construction industry, like the way 
Macomber handles THE STEEL. Call us. 


STANDARDIZED 


V BAR JOISTS « 


FABRICATES 


THIS is where your job begins—in an organization 
known for its contributions to engineered construction. 
This modern, air conditioned drafting room is typical 
of Macomber Engineering Department facilities where 
design standards are effectively coordinated into the 
most economical structural framing plan. 


Send for “Complete@jii9 Building” Booklet 


STEEL BUILDING PRODUCTS 


MACOMBER: INCORPORATED 


CANTON, OHIO 


LONGSPANS « 


BOWSTRING TRUSSES ¢ STEEL DECK 
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Sidelights for Contractors 


Taxes 


Proposed Legislation.—lrom recent 
indications by the House Ways and 
Means Committee, it appears Congress 
will not accept the Administration's 
proposals to increase the tax rate on 
corporations to 55%, to raise individual 
tax rates by four percentage points in 
each bracket, to increase capital gains 
taxes, to penalize the filing of joint 
returns by married couples, and to tax 
cooperatives, building and loan asso- 
ciations, and banks. 
One of the proposals by the 
Treasury to meet favorable action as 
presented to the committee is a 20% 
withholding tax to apply to dividend 
and interest payments. 


mutual 
few 


savings 


Accelerated Depreciation. W here 
trucks were worked on war construc 
tion projects for long hours, overloaded 
to twice their capacity, and operated 
by unskilled drivers, the Tax Court 
upheld depreciation as claimed at the 
rates of 35% in 1942 and 50% in 1943. 
The owners proved that there was 
unusually hard usage of the trucks and 
that they made a practice of using 
their equipment until it was completely 
exhausted and had no remaining value 
except for salvage. Thus, the court 
thought inadequate the standard rates, 
as set out in Bulletin F, after adjust- 
ing the cost basis by the amount of the 
estimated salvage value of the equip- 
ment, as applied by the commissioner. 


Family Partnership.— The Tax Court 
has sustained the validity of a father 
and son partnership although formed 
while the son was in the navy, where 
the son immediately contributed to the 
firm’s capital and it was contemplated 
that he would available to 
assist in the management, as he was, 
some months later. The parties truly 
intended to join together as partners 
to carry on the business and to share 
profits and losses, the court concluded. 


soon be 


Sale and Lease Back.—A sale of con- 
struction equipment by a corporation 
to its president’s wife, to whom it 
thereafter paid rentals for use of the 
equipment, was held by a Court of Ap 
peals to be without substance for tax 
purposes. The rentals were treated as 
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By John C. Hayes, Legal Adviser 


distributions of corporate 
taxable to the wife (one of the con- 
trolling stockholders) but not de 
ductible by the corporation, while de 


earnings, 


preciation allowances were permitted 
to the rather than the 
wife. 


corporation 


State Courts. 
cal subdivisions have been granted the 
right to sue in the courts of Arkansas, 
Indiana, and New Hampshire to col 
lect taxes, on condition that they grant 


States and their politi 


reciprocal rights to similar use of their 
courts by these states. In line with 
this trend, the Court of Appeals of 
Kentucky states that it will follow a 
Missouri decision that should 
act as a forum for the enforcement of 


courts 
tax claims of other states. 


Unpaid Expenses.—In accord with 
the restriction in Section 24 (¢) of the 
Internal Revenue Code, the Tax Court 
refused to allow a taxpayer on the ac 
crual basis of accounting to deduct a 
bonus credited to his two sons for their 
services, where the sons were on the 
and actual 
payment of the bonus was delayed be 
yond March 15 of the following year. 


cash basis of accounting 


Kick-Back Payments.— Though dis 
guised as trade discounts, kick-back 
payments made by an optician to doc 
tors for referring patients are not 
deductible as ordinary and necessary 
business expenses, a circuit court 
agreed, since contrary to public policy. 


Public Contracts 


Assignment of Claims Act.— Both the 
Senate and House have passed a bill 
to amend the Assignment of Claims 
Act of 1940, to facilitate the financing 
banks and 
In part, the bill would 
amplify the existing “no set-off” clause 
to include any liability of the assignor 
on account of 


of defense contracts by 
other lenders. 


fines, 
penalties, taxes, or special security 
contributions, whether arising from or 
independently of the assigned contract. 


re-negotiation, 


Protest Clause.—The Supreme Court, 
in agreeing to review a decision by the 
Court of Claims, will pass upon the 
question of the proper interpretation 


to be given to the protest clause in the 
standard government construction con- 
tract. 


Lucas Act. 
relief for a war contractor under the 
Lueas Act (War Contractors Hard 
ship Relief Act) that his request must 
have been filed after passage of the 
First War Powers Act, 
Court of Claims opinion. In 


It is not a requirement to 


according to a 
such 
respect, it is only necessary, the court 
states, that the 
question have been placed on notice 
prior to August 14, 1945, that the con 
tractor was seeking extra-legal relief, 


government agency In 


such notice he Ing eV ide nee d by 1 writ 
ten request. 


Liquidated Damages.— Under the 
1950 amendment to the Federal Prop 
erty and Administrative Services Act 
authorizing the comptroller general to 
remit liquidated damages when just 
and reasonable, the comptroller gen 
eral has ruled that he will not relieve 
a defaulting party from the 
quences of the latter's own negligence 
Relief 


based his claim for remission of dam 


conse 


was denied a contractor who 
ages on the government’s delay in ap 
subcontractor and mate 
rials but who allegedly had time after 
receiving such approval to complete 
the installation. 


proving the 


Financing Defense Contracts. The 
Department of Defense has announced 
that government financing for produc 
tion or should be provided 
only reasonably required for 
prompt and efficient performance of 
The orde r 
of preference gene rally to be followed 
is private financing 


services 
when 


contracts or subcontracts. 
without 


govern 


ment guarantee, progress or partial 
payments, guaranteed loans, and ad 


vance payments 


Cost-Plus Contract.— Wher 
ment cost-plus contractor under a con 


a govern 


tract to remain in force two and a half 
years could materially reduce his pay 
ments to a state 
fund by 


unemployment com 
pensation making voluntary 
payments thereto for prior years, the 
Comptroller General decided that the 
entitled to 


ment for such payments 


contractor is reimburse 
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GREATER STABILITY 


Lets you put more on the hook — and 
work faster. 


MORE MODERN DESIGN 

Live roller circle * Low pressure hy- 
draulic control * True tractor type 
crawlers * All-welded construction. 


PROMPT, NATION-WIDE SERVICE 

P&H service is fast, efficient. Your 
dealer carries genuine P&H repair 
parts — backed by 20 strategically lo- 
cated branch offices and warehouses. 


POWER SHOVELS AND CRANES 
4418 W. National Ave. 


Milwaukee 14, Wis. See your PaH Dealer 
HARN ISCHF EGER 
he Bs ll Warehouses and Service Stations: TETERBORO, MEMPHIS, JACKSONVILLE, 
\ oe sae — at 


LEIS DRE SITIONS DALLAS, LOS ANGELES, SAN FRANCISCO, 
SEATTLE, MILWAUKEE 


P&H Excavators and Truck Cranes are more easily converted for the various 
types of service shown below — with hoist and digging drums on one shaft, the 
need for auxiliary shafts and gearing is eliminated. You also have a choice 
of gas, Diesel or electric power. Ask for literature on the size you need. 


SHOVEL DRAGLINE BACKFILLER CRAWLER CRANE MAGNET CRANE TRENCH HOE PILE DRIVER TRUCK CRANE 


POWER SHOVELS © CRAWLER AND TRUCK CRANES + OVERHEAD CRANES  WOISTS + ARC WELDERS AND ELECTRODES + SOM STABILIZERS + DIESEL ENGINES + re-fee, 





EDITORIALS 





Prompt Implementation of Controls 


LAST MONTH significant controls were placed 
in effect, encompassing most types of public and private 
construction throughout the country. June also is to 
be a month of importance on the regimentation front, 
with further orders scheduled for implementation of the 
May regulations, and the long-heralded controlled mate- 
rials plan for construction due to be issued 

Unfortunately, the record of controls covering this 
vital industry appears to be one of issuing too many 
orders before adequate machinery is set up to administer 
them promptly and efficiently, resulting in unnecessary 
delays in both the awarding and carrying out of con- 
struction projects. Some of these orders have been ill 
advised or not well thought out, resulting in either 
retraction or later clarification. 

This condition of uncertainties still occurs at a time 
particularly harmful to the construction industry, which 
is at the seasonal peak of its operations in a year vitally 
important to the country’s economy and defense. 

When Order M-4, the basic regulation directly con 
trolling construction was issued last fall, investors and 
contractors alike throughout the nation were shocked 
with the threat of possible stoppage of their projects 
after they had been gotten under way. Fortunately, this 
situation was corrected immediately after The Associated 
General Contractors of America called attention to the 
harmful effects of the order as issued. 

The latest major amendment to M-+, made on May 3, 
places practically every type of private and public con 
struction project of importance under an authorization 
system administered by the National Production Author 
ity. Some groups already have questioned the advisabil 
ity of the scope of this order. For instance, the American 
Hospital Association has objected to the placing of hos 
pital projects—already carefully screened to qualify for 
federal aid under the Hill-Burton Act administered by 
the Public Health Service—under the additional require 
ment of authorization by NPA officials. 

General contractors have been told that steel conserva 
tion is the key to direct curtailment of construction 
projects. The May 3rd amendment to M-+ is keyed into 
the steel conservation program, with the use of 25 tons 
or more of the metal as the basis of requirement for 
authorization to proceed with a project. 

This situation regarding steel becomes more confusing 
in the light of recent statements by some of the country’s 
leading steel officials that, with the current rate of high 
steel production and relatively low rate of consumption 
(due to controls), there may actually be a surplus of 
the metal by this fall! 

It is stated that the military will use approximately 
40 percent of steel production by the third quarter of 


1952, yet it is using only about eight per cent of the 


THE CONSTRUCTOR, JUNE 1951 


metal at this time. And capacity still is being expanded 


at a fantastic rate. 

Disregarding the questions of whether placing prac 
tically all construction under control was advisable, and 
where steel actually is going, it should be reasonable to 
expect that when the order is made effective, there will 
be adequate machinery to process the applications. 

But such was not the case, as was pointed out by the 
A.G.C. 

Applications were required to be accompanied by 
“complete, detailed plans and specifications and a list 
of the materials to be used, . (which) will be checked 
carefully to assure that conservation and simplification 
will be effected to the greatest possible extent.” 

The net effect, with shortages of architects and engi 
neers already in existence, would be long delays while the 
handful of Department of Commerce field offices at 
tempted to give such detailed consideration to applica 
tions for many types of essential construction necessary 
in the nation’s more than 3,000 counties. 

A month after the order was issued, the necessary 
delegations of authority to other agencies to help take 
the load of applications were still to be forthcoming. 

At the same time, government officials were working 
on CMP Regulation 6, the long overdue controlled mate 
rials plan for the construction industry. It appeared 
likely that this plan, due to go into effect July 1, would 
have small chance of proper distribution throughout the 
industry to assure intelligent knowledge of its procedures 
and requirements by the effective date. 

It is important not only that regulations so directly 
affecting the contractor be appropriate, but also that 
those found to be necessary are implemented promptly 


with adequate procedures and machinery. 


Construction Stabilization 
Commission 


The National Wage Stabilization Board took a for 
ward step on June 1 in issuing Regulation 12 which 
establishes the Construction Industry Stabilization Com 
mission to administer functions of the board in the con 
struction industry. 

In a statement of considerations, the board gave appro 
priate recognition to the industry’s problems, saying: 

“The regulation authorizes the commission to stabilize 
wages on the basis of areas traditionally established for 
collective bargaining purposes. This is called for by 
the nature and practice of the industry and is in accord 
with stabilization experience. 

“The special characteristics of the industry make make 
many of the board’s present regulations, intended for 
general applicability to industry employment regulations, 
technically unsuited to the building and construction 
industry. Effective administration of the wage stabili 
zation requires a specialized, expert commission. In no 
other way can case load and other problems posed by the 
operational and bargaining peculiarities of this industry 
be solved.” 











= ha Mer ee ei 
Bridge over the Mississippi River, Hastings, 
Minnesota, 2600 tons fabricated and erected. 


= 





built by down-to-earth methods 


Saves ou mone The bridge you see here in the course of con- 
] struction is over the mighty Mississippi River at 


Hastings, Minnesota. 


Have you noticed what's different about the 
& erecting technique? Sure you have ... it’s the 
| speedy water-level method of raising and joining 
e the members, instead of the usual slow inching of 
erecting derricks over newly laid sections at the 

bridge floor level. 
Exclusive construction innovations, with modern 


3 HUGE FABRICATING PLANTS fabricating short cuts which can be carried on 


simultaneously in 3 plants operating as a huge 


OPE RATE AS A U NIT manufacturing unit, combine to save you time and 


money. 
@ Clinton Bridge Corporation _Our engineering-estimating department would 
is like to quote on your jobs wherever fabricated 
@ Gage Structural Steel Corporation structural steel is specified. Send your plans and 
@ Midland Structural Steel Corporation . specifications to us, 














= 


L COMPANIES 
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. rectors 
Engineers ° Fabricators 
ngine 


ILLINOIS 
90 N WACKER ORIVE ats 


CHICAG 


Fabricators and erectors of structural steel for highway and railroad bridges; Industrial, office, school, and government buildings; Airport structures; Harbor facilities. 
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CONTROLS 





» BUSINESS controls are develop 
ing at a fast pace in the mobilization 
program with the apparent intent of 
government agencies to issue major 
regulations by July 1. 

Principal developments 
general contractors are: 

1. Authorization for the commence- 


affecting 


ment of public and private construc 
tion projects which require the use of 
more than 25 tons of steel was required 
by the National Production Authority 
in amendments to Order M-4 issued 
effective May 3. 

2. The Associated General Contrac- 
tors of America immediately called at 
tention to the fact that the 
order was implemented immediately 
with administrative machinery to proc- 
ess applications without delay, the 
further restrictions on construction 
could have an unnecessarily harmful 
effect on the construction industry, the 
defense program and essential civilian 
activities requiring construction. 

3. By late May the NPA had 
granted authority for its field offices 
to approve projects requiring the use 


unless 


Controls Program in High Gear; 
Major Regulations Due July 1 


© M-4 Amendment Restricts Construction Further 
@ NPA Field Offices Allowed to OK Small Projects 


of less than 50 tons of steel or less 
or costing up to $1 million. 

+. Early in June NPA was expected 
that arrangements had 
been completed with several other fed- 
eral agencies for delegations of au- 
thority to process and approve appli- 
cations for various types of construc- 
tion projects under certain limitations. 

5. Early in June Controlled Ma- 
terials Plan Regulation No. 6 was ex- 
pected to be issued setting forth the 
procedure for the allocation of steel, 
copper and aluminum to certain con- 


to announce 


Basic regulations 
1 through 4 were issued during May. 

6. During June two industry ad- 
visory committees were expected to 


struction programs, 


meet with the Office of Price Stabiliza- 
tion to consider a price regulation for 
construction operations, and another 
regulation on rental rates for construc- 
tion equipment. Both regulations are 
likely before July 1. 

7. A Construction Industry Stabili- 
zation Commission, which is expected 
to operate similarly to the Wage Ad- 
justment Board of World War II, was 
to be established early in June by the 
Wage Stabilization Board. The 
commission will administer wage sta- 
bilization and dispute settlement func 
tions in the 
for WSB. 

Further details are 
in this issue. 


new 


construction industry 


in other stories 





Virtually All Construction Under Control 
e A.G.C. Stresses Need for Prompt Application Processing 


» MAY amendments to the basic 
construction control Order M-+ require 
authorization for construction of prac 
tically all types of public and private 
projects requiring more than 25 tons 
of steel. 

A May 3rd amendment included all 
industrial facilities but altered 
later in the month to exempt projects 
for which certificates of necessity have 
been issued under the rapid tax amor 
tization program. 

These changes in M-4 immediately 
followed a meeting between the Na 
tional Production Authority officials 
and the Construction Advisory Com 
mittee composed, in part, of represen- 
tatives from The Associated General 
Contractors of America, which recom- 
mended that no further restrictions be 
placed on the construction industry at 
this time in the interest of essential 
defense and civilian construction. 


was 


Types Requiring Permits 
The order sets up a new list “C”’ 
requiring authorization for: 

“Multi-unit residential building in 
excess of three stories and basement. 

“Residential unit for single-family 
occupancy where the construction cost 
exceeds $35,000. 
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“Building, structure or project for 
radio broadcasting or television broad 
casting. 

“Terminal warehouse. 

“Any and all other publie or pri 
vate buildings, structures or projects 
of a type not listed above in this List 
C, and not listed in List A or in List 
B, of kind (including but not 
limited to an industrial plant, facility 
or factory), which will require the use 
of more than a_ total quantity of 25 
tons of steel, both in the forms and 
shapes as defined in NPA Order M-1 
and also reinforcing steel.” 


every 


Outstanding objection to the order, 
once it was issued, was the fact that 
the tremendous burden of processing 
applications to commence “List C” 
projects would unreasonably delay 
new construction during the most ad- 
Detailed specifi- 
cations were required with applica- 
tions. 


vantageous season. 


A.G.C. Statement 


In his statement to the press, H. E. 
A.G.C. managing 
said as follows: 

“The amendments issued today to 
National Production Authority Order 
M-4 placing further restrictions on 


Foreman, director 


construction will have an unnecessarily 
harmful effect upon the construction 
industry, and the defense program 
and essential civilian activities requir- 
unless the order is 
implemented immediately with admin- 
istrative machinery to process appli 


ing construction, 


cations for authorization of projects 
without delay. 


Inadequate Machinery 


“It does not appear that NPA now 
has adequate administrative machinery 
to process the applications promptly. 
Since February there have been delays 
in the processing of applications for 
commercial projects. With practically 
every new public or private construc- 
tion project requiring NPA authoriza- 
tion now, serious delays may be en- 
countered in securing approval even 
for urgent projects. 

“With shortages of architects and 
engineers, it is difficult to understand 
how 30 field offices of the Department 
of Commerce can build up their staffs 
quickly to give the detailed study to 
design and specifications required by 
the amended order to each of the 
varied kinds of construction projects 
from industrial plants, water systems 
and highways necessary in the nation’s 
more than 3,000 counties. 

“Long delays can be harmful to the 
defense effort and to essential civilian 
activities requiring construction. 
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“Rigid adherence to terms of the 
revised order can lead to local unem- 
ployment in areas where little defense 
construction is expected.” 


Other Amendments 


NPA Administrator Manly Fleisch- 
mann stated that further curbs on con- 
struction were needed to conserve steel 
and other construction materials for 
defense and defense-supporting pro- 
grams and civilian projects such as 
“The order 
will regulate and control the distribu- 
tion of structural steel and steel prod- 
ucts used by the construction industry 
in conjunction with the Controlled 
Materials Plan,” he stated. 

The order also placed in List B 

construction projects requiring NPA 

authorization) the construction § of 
printing or duplicating plants, and 
moved from List B to List A (con 
struction projects, mostly recreational, 
which are prohibited) the construction 
of outdoor advertising signs. 

Two other amendments in the May 
3 order liberalized the definition of 
“commence construction” and require 
ments for installation of 
property. 


schools and_ hospitals. 


personal 


“Commence construction” is 


defined as 


now 
“substantial site clearance 
(including demolition of buildings or 
structures), preliminary to the start 
of or incident to the work on a new 
building, structure or project or to in 
corporate into a building, structure or 
project substantial quantities of ma 
terials which are to be an integral and 
permanent part of such building, struc- 
ture or project.” 


Exemptions 


In section five of the order which 
lists specific exemptions, this para- 
graph has been added: “Installations 
of personal property, fixtures or equip- 
ment where the total cost incurred for 
installation in any consecutive 12- 
month period does not exceed $2,000.” 

A second amendment to M-4 was 
issued on May 11. This order added 
to the list of projects exempts from 
control “construction of an industrial 
plant, facility or factory for which a 
certificate of necessity has been issued 
pursuant to the provisions of the 
Revenue Act of 1950, or a loan made 
pursuant to section 302 of the Defense 
Production Act of 1950.” 

The order also exempts additions, 
improvements or modernizations for 
industrial facilities which require less 
than 25 tons of steel. 
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Controls Authority Being Decentralized 


@ Regional Administrators Receive Comprehensive Instructions 


» DECENTRALIZED administra- 
tive procedures for processing appli- 
cations for authorization to commence 
construction under Order M-4 as 
amended May 3 were being developed 
by the National Production Authority 
last month. Principal developments 
were: 

® On May 10 NPA announced that, 
temporarily, all applications for au- 
thorization for construction projects 
contained in List C of its amended 
order would be sent from field offices 
to Washington for action. 

® On May 25 NPA announced that 
criteria, interpretations, definitions, 
and instructions for processing author- 
izations were sent to its field offices. 

© On May 381 NPA announced that 
it had directed certain of its field 
offices to authorize construction of 
projects on List C requiring less than 
50 tons of steel or not exceeding #1 
million in construction costs, except 
residential buildings. 

* Announcement was expected 
early in June of delegations of au- 
thority to certain other government 
agencies to process and approve appli- 
cation for various types of construc- 
tion projects. 

Field Offices 

Since mid-February NPA field of- 
tices have been processing applications 
for the commercial types of projects 
on List B. Projects on List A, amuse- 
ment, entertainment and recreational 
projects, whose start is prohibited ex- 
cept in cases of hardship, must be 
approved in Washington. The field 
offices given authority to approve proj- 
ects on List C projects on May 31 
were: 

Boston, New York, Philadelphia, 
Richmond, Atlanta, Cleveland, Chi- 
cago, Minneapolis, Kansas City, Dal- 
las, Denver, San Francisco, Seat 
tle, Baltimore, Detroit, Los Angeles, 
Portland, Ore., St. Louis, El Paso, 
Hartford, Houston, Jacksonville, Fla., 
Miami, New Orleans, Pittsburgh, 
Providence, Salt Lake City, San An- 
tonio, and Louisville, Ky. 


Criteria 
The criteria, interpretations and 
definitions were included in a set of 
operating instructions to NPA field 
offices and supercede previous instruc- 
tions. 


Starting with the basic premise that 
it is essential that all construction be 
reduced to the minimum necessary for 
the defense effort, NPA says that 
reduction in the consumption of ma- 
terials and services made use of by 
construction operations can be 
achieved by: 

1. Elimination of non-essential 
projects or parts thereof. 

2. Deferring projects not 
immediately. 

3. Appropriate changes in design 
and construction methods which will 
favor the use of those materials which 
are most plentiful and which will in 
terfere least with the availability of 
materials directly needed for the de- 
fense program. 


needed 


In the May 25 statement NPA re- 
iterated and amplified its previously 
stated policy that authorization for 
construction generally may be granted 
only when it can be established that it: 

1. Furthers the defense effort. 

2. Is essential to public health, wel- 
fare and safety. 

3. Will alleviate or prevent hard 
ship to a particular community. 

+. Is an instance where relatively 
small amounts of critical materials are 
involved and materials are 
readily available locally. 


on hand or 


Delegations of Authority 


Delegations of authority to other 
agencies of government to approve and 
process some applications for authori- 
zation of construction projects were 
expected to be announced early in 
June by NPA. 

Under the delegation of authority, 
the Bureau of Public Roads, for ex- 
ample, would have authority to receive 
and approve applications requiring 
approval for highway, road and street 
projects. It was expected that part 
of the authority would be redelegated 
to field offices and possibly to state 
highway departments. 

It is expected that other agencies 
to receive delegations of authority will 
include Housing and Home Finance 
Agency for residential projects; Bu- 
reau of Public Health for hospitals; 
Office of Education for schools; Civil 
Aeronautics Administration for air- 
ports; Bureau of Reclamation for its 
projects; Corps of Engineers for civil 
works. 
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30-year-old Fenestra Galvanized Steel Windows in American Woolen Company's 
Mill No. 2, Shawsheen, Mass. No sign of rust—yet they've never been painted 


No Rust— Even After 


b, Years 


(and these steel windows have never been painted!) 


These are Fenestra* Galvanized Windows—“old 
style”. They've served this building since Harding 
was President and although there are many signs 
of time in the picture above—there’s not a sign of 
rust. There is no rust—even after 30 years. 

And these windows were riever painted. 

But here’s the really big news! Now Fenestra 
Engineers have developed a hot-dip galvanizing 
system that does an even better job—and they've 
built a special new plant around it, the only plant of 
its kind in the country. It has special tanks, special 
automatic controls—everything especially designed 
to give you the most permanent windows made, 

Galvanizing is done after assembly of window 
frames and assembly of ventilators (and after clean- 
ing, rinsing, fluxing and drying)—so that every bit 


Steel-Strong Windows made to STAY new 


Fenestra 


HOT-DIP GALVANIZED STEEL WINDOWS 
THE CONSTRUCTOR, JUNE 1951 


of exposed metal gets a locked-on protective coat- 
ing. To make sure the zinc coating is uniform, 
windows are hung from a unique conveyor that 
lowers to completely immerse them in molten zinc 
in one deep dip. Then withdraws them at con- 
trolled speed. Then they dip into the Bonderizing 
tank. Bonderizing gives them an attractive appear- 
ance and prepares the surface if you wish to paint 
them for decorative purposes. 

Check on these windows today. Steel-strong win- 
dows made to STAY new put real meaning in the 
term “‘maintenance free”! 

Call your Fenestra Representative (he’s listed in 
the yellow pages of your phone book) or write 
to Detroit Steel Products Company, Dept. C-6, 
2255 East Grand Boulevard, Detroit 11, Michigan. 

*z 
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DPA Appoints 19 Claimant Agencies 


© First Step in Processing Estimates of Construction Needs 


» NINETEEN government agencies 
responsible to the Defense Production 
Administration for estimating 
material requirements of various seg- 
ments of the economy were designated 
last month by Acting DPA Adminis- 
trator Edwin T. Gibson. 


basic 


Fifteen of the agencies designated 
under DPA Order 1, will be con- 
cerned with the needs of the construc- 
tion industry. They constitute the 
first step in the process out of which 
final allotment of the nation’s 
critical materials. 


comes 


The agencies will compile quarterly 
estimates of materials requirements 
within their segment of the economy 
from the estimates submitted by indus- 
try on forms CMP 4-A and 4-B (esti- 
mated production schedules and mate- 
rial requirements). For example, the 
Federal Security Agency will accept 
the estimates for all school and library 
construction, Bureau of Public Roads 
will handle requirements for highway 
construction maintenance, and 
Defense will 
those for military construction. 


and 
Department of accept 
Consulting together, these agencies 
will develop preliminary decisions on 
the distribution of the 
Their recommendations then go on to 
the DPA Office of Program and Re 
quirements, where they are further 
reviewed and adjusted “to keep sup 
ply and demand in balance.” Final 
will be the next 
step where the Program Adjustment 
Committee and the Requirements Com 
mittee pass judgment on the, by now, 
thoroughly-sifted estimates 
quests for basic materials. 


basic metals. 


decision reached in 


and re 


Construction requirements will re- 
specific consideration by the 
Requirements Committee. The Asso- 
ciated General Contractors of America 
commented recently, “The amounts 
and kinds of materials to be made 
available under CMP 6 will unques- 
tionably be upon the recommendation 
of the Requirements Committee of the 
Defense Production Administration.” 
CMP 6 is the proposed regulation 
dealing specifically with construction. 

DPA Order #1 supercedes the 
notice of the Acting Secretary of Com 
dated 24, 1950, 
which also named claimant agencies. 

A list of the claimant agencies des- 
ignated by this latest order follows, 
with excerpts from the order listing 


celve 


merce, November 


26 


the estimates they are authorized to 
pass on to NPA, 

1. Secretary of Defense “with re- 
spect to... (b) military construction 
and all housing on military bases and 
reservations.” 

2. Secretary of the Army—‘‘with 
respect to (a) civil construction proj- 
ects” under Army jurisdiction. 

3. Atomic Energy Commission 

t. Administrator of Federal Civil 
Defense Administration 

5. Administrator of Federal Secu- 
rity Agency—'‘with respect to (a) all 
school and library construction; (b) 
all hospital and health facility con- 
struction other than Veterans’ Admin- 
istration and Military hospitals.” 

6. Administrator of General Serv- 
ices Administration 

7. Administrator of Veterans’ Af- 
fairs 

8. Administrator of Housing 
Home Finance Agency 

9. Secretary of Agriculture 

10. Secretary of Interior 

11. Petroleum 
Defense 

12. Administrator of 


Administrator for 


the 


Transport Administration 


Defense 


13. Secretary of Commerce—‘with 
respect to... (b) Bureau of Public 
Roads programs for highway construc- 
tion and maintenance, including urban 
streets, regardless of financing; (c) 
civil aviation programs . . . including 
air navigation facilities, civil air- 
ports... 

14. Administrator of the National 
Production Authority (NPA)—‘‘with 
respect to... (¢) related industrial 
facility construction (e) water 
and sewage facilities.” 

15. Office of Civilian Requirements 

16. The Facilities Bureau—or other 
appropriated organizational unit 
(NPA), “with respect to construction 
programs for (a) State and local com- 
munity facilities not elsewhere speci- 
fically designated, such as fire and 
police, penal and administration; (b) 
wholesale, retail and service trades; 
(c) religious institutions; (d) private 
industrial facilities not elsewhere des- 
ignated; and (e) private social and 
recreational activities.” 

17. The Canadian Division 

18. The Director of the Office of 
International Trade 

19. The Administrator of the Eco- 
nomic Cooperation Administration 





Petroleum, Gas Construction 





Pipeliners were expecting early this 
month a new separate construction 
order fitted to the needs of the petro- 
leum and gas industries. The basic 
M-46 order setting up rules for pri- 
orities assistance to these industries 
was to be amended, and a new M-46B 
order was scheduled. 

The National Production Authority 
said it would exempt this type of con- 
struction from the requirements of 
the basic M-4 order curtailing con- 
struction of various types in accord- 
ance with an agreement reached be- 
tween the agency and the Petroleum 
Administration for Defense. The May 
3rd amendment to M-4 in no way 
modifies the understandings 
which have existed between the agen- 
cies, Administrator Fleischmann said. 

Mr. Fleischmann said the PAD 
would be expected to effect proper 
distribution of materials within those 
industries, “and where this is appro- 
priately done by evaluation of proj- 
ects under construction limitations we 
shall look to the PAD to make the 
final determinations as to those proj- 
ects which must go forward in further- 
ance of the petroleum and gas indus- 
tries.” 


July Steel For DO Orders 


The National Production Authority 
has amended its basic iron and steel 


basic 








order, M-1, to establish quantities of 
these metals which producers must 
set aside to fill rated orders in July. 

Set-asides are based on the average 
monthly production in the base period 
extending from January to August, 
1950. NPA stated that though the 
set-asides appear to be very high, there 
has been a substantial increase in pro- 
duction since the base period and, 
therefore, there will still be relatively 
large quantities left over for normal 
civilian production. 

Percentages to be held in reserve 
to meet DO orders are as follows: 
structural shapes (heavy) standard, 
68 per cent; sheet piling, 68 per cent; 
heavy piling, 68 per cent; hot rolled 
bars including light shapes, 45 per 
cent; reinforcing bars, 55 per cent. 

Forms and shapes of iron and steel 
referred to in List C of the May 3 
amendment to M-4 have been listed 
by NPA. They include a wide range 
of mill products which in effect con- 
trol the majority of end products used 
in the construction industry. 
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Like “scotch and soda” — 


®. of 2) SS lle ay 


- ~ ‘ e 


AL WHEEL DRIVEan ALLWHEEL STEER 


* ~ 


True — you cannot actually see All-Wheel Drive in action on the average job; 
but it is “in there pitching” every minute . . . providing increased traction... 
moving more material . . . holding the front end steady. 

True — you can best see All-Wheel Steer in action when the grader is making 
a short turn look easy; but that’s not the half of it. Watch the operator at work. 
See how he constantly — almost instinctively — steers the REAR WHEELS slightly 
to right or left, balancing the thrust of the angled blade. 

Yes — All-Wheel Drive and Steer Go Together on every job... Work To- 


os gether as a team, for maximum performance, in minimum time, at lowest cost. 
Rear Drivers PUSH 


We call it Controlled Traction, AUSTIN-WESTERN COMPANY, AURORA, ILLINOIS, U.S.A. 


and it moves More Material, Subsidiary of Baldwin-Lima-Hamilton Corporation 
Farther and Faster. 


THE CONSTRUCTOR, JUNE 1951 








| CONTROLS ) 





Wilson Credit Letter Gets Cold Shoulder 


@ Cities and States Going 


» IMMEDIATE reaction to the 
May 7 letter by Charles E. Wilson, 
Office of Defense Mobilization, 
been unsympathetic to the administra- 
tor’s appeal for “voluntary credit re 
straint” to combat inflation. 

The ODM director, in a 
addressed to all state 
mayors of principal cities and county 
finance 


has 


message 
governors, 
officials, requested them to 
“postpone borrowing, no matter how 
worthy the purpose, if the project is 
postponable.” He specifically asked 
that borrowing of $1 million or 
more be subjected to the approval of 
one of four regional committees of in 
vestment bankers appointed by him. 

How state local 
received the 


any 


and governments 
proposal was soon indi- 
cated by a variety of responses rang 
ing from cool disregard to warm re- 
jection. Comments gleaned by The 
Wall Street implied that, 
generally, construction of urgent pub- 
lic works would go ahead. 
Arthur P. 


.3 . 
sald, in 


Journal 


Langlie of 
regard to its 
planned sale of $60 million in school 


Governor 
Washington 


and institutional improvement bonds, 
“Commitments have been made by 


Ahead on Planned Construction 


many schools for new construction in 
expectation of these funds. As for 
special institutions, 500 children are 
waiting to get into custodial 
schools and I can’t imagine anything 
much more urgent ¥ 

Howard Gardner, officer in the 
League of California Cities, declared, 
“Tt seems sort of silly that the federal 
government, which is spending billions 
on the expansion of defense plants, 
asks the very cities and counties where 
the expansion is taking place not to 
undertake improvements in 
and utilities that will be necessary for 
such expansion.” 

Ralph Speer, chairman of the board 
of education in Franklin County, Ken 
tucky, suggested striking 


now 


sewage 


a bargain, 
“The school board will hold up on con- 
struction provided Wilson cooperates 
birth rate and 
keeps people from moving from the 
city (Louisville) out into the country.” 
So full steam ahead on a $14 million 


in holding down the 


school building program. 

Road construction, also, will not be 
unduly thwarted by Wilson’s request, 
according to some 


Paul A. Dever of 


officials. Governor 


Massachusetts has 


said that financing of the $20 million 
authorized for road building in 1949 
could not be deferred. 

Oregon’s Governor McKay said, 
“Perhaps our $40 million highway 
bond program could be held up for a 
while but it seems to me that our road 
building fits right in with what the 
nation wants in war as well as peace.” 

Treasurer Brandon Hodges of 
North Carolina declared that the de 
preciation of the state’s roads during 
World War II made rebuilding vital. 

Even proponents of veterans’ bonus 
bond issues (admittedly inflationary ) 
in two states, Oregon and West Vir 
ginia, are not shelving their goal. 

State and local governments are al 
ready facing another obstacle to con 
struction, the NPA ruling against use 
of structural steel in amounts of more 
than 25 tons without specific authori 
zation. When queried about the possi 
bility of NPA teaming up with Wil 
son's voluntary credit restraint com 
mittees to block financing and con 
struction of a public works project as 
tending to be “inflationary” or “non 
NPA _ spokesman said 
for his agency, “We're basing our de 


defense,” an 


cisions on the essentiality of the proj 
ect to the defense and civilian economy 
not on the 


effect.” 


possible inflationary 





Controls Checklist 





A monthly checklist of governmental 
regulations and developments. 

National Production Authority ma 
terial orders: 

M-59 limits inventories and restricts 
use of metal strapping. 

M-60 provides for procurement of 
materials to manufacture various elec 
trical component parts. 

M-61 prov ides for procurement of 
the 
ture of specified machine tools and 
related equipment. 

M-62 limits use of 
other skins. 

M-63 requires manufacturers to set 
aside 20 per cent of softwood plywood 
production for DO rated orders. 

M-64 restricts the use of used rail 
road rails and locomotive axles. 

M-7 has bee n amended to permit 


manufacturers of 


materials necessary in manufac 


horsehides and 


certain tvpes of 
aluminum windows and frames to use 
65 per cent of their average monthly 
consumption of the metal during May 
and June. Amended to avert a critical 


shortage in prime windows for essen 


28 


tial defense and civilian construction. 

Regulation 4 has been amended to 
permit the use of the DO-97 rating 
for up to 120 per cent of the amount 
spent on maintenance, repair and op 
erating supply items. This 
of 20 per cent was made to allow for 
the increase in price of MRO supplies 
since the base period. 

M-50 has been amended to extend 
from May 1 to June 1 the right of 
electric utility companies to use ma- 


increase 


terials now on hand in making major 
plant additions without approval. 

Federal Security Agency has ar 
ranged with NPA for the allocation 
of steel, and aluminum to 
schools and libraries for June. 

Requirements Committee has been 
established by the Defense Production 
Administration to be responsible for 
over-all demands for steel, copper and 
aluminum and other critical materials 
and for for 
balancing supply with demand under 
the Controlled Materials Plan. 

CMP regulation 1 defines rights 
and obligations under the Controlled 
Materials 


copper 


recommending policies 


Plan, explains how steel, 


copper and aluminum will be allotted, 
and how production schedules will be 
authorized. 

CMP regulation 2 sets limits on 
inventories of controlled materials. 

CMP regulation 3 establishes and 
explains the relative preference status 
of delivery orders for controlled ma 
terials, 

CMP regulation 4 establishes rules 
for deliveries of controlled materials 
by warehouses, jobbers, dealers and 
retailers. 

M-4 amended 
May. The first change sets up a list 
“C” which includes additional types 
of construction which cannot be com- 
menced without NPA authorization, 
and changes the definition of 
mence construction” to 


was twice during 


“com- 
include site 
clearance as well as putting in place 
an integral part of the project. 

The second change exempts from 
all restrictions industrial facilities 
for which a certificate of necessity 
has been issued; permits improvements 
to industrial facilities where not more 
than 25 tons of used; and 
clarifies application of the order. 


steel is 
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WHERE DO THEY GET 
THAT STUFF — 
"INSIST ON RICHMOND" ? ( 





TAKE IT EASY BUD—THE BOSS SAYS 
HE CAN ALWAYS SAVE HEADACHES 


“\)AND MONEY ON ANY JOB WHERE 
THE BOYS USE RICHMOND. — 





INSIST ON RICHMOND 
. AND BE SUR 
E IT'S RICHMOND! Get your "SCREWY” or “TY” 


button — write John Cushing at 
Bich mend ar a elas 
. 2 = SCREW ANCHOR CO., 


816-838 LIBERTY AVENUE - BROOKLYN 8, N.Y 


bl ge ee wv i 


RICHMOND a & JOB PLANNING 
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MORE tha a family resemblance 


Pecasitinnetetenins Oliver Industrial Wheel 
Tractor and Ware Loader you buy .. . “66”, 
“77”, "88"... you get the identical superior de- 
sign and performance features in each. 

The smaller tractor-loaders are not built down 
to a price level ... they are built up to the same 
quality standards as the larger models. 

In the tractors, you get the famous Oliver plus 
power and easy maneuverability that get you in 
and out of the rough spots. . . fast! 

In the loaders, you get the same top features in 
each . . . hydraulically controlled bucket for 
greater ‘breaking out” action—full bucket loads 


Me 


7 


i 


ry, 
7 
Pr 


rae 


‘ail! 


i 
7 


* 


© 


... hydraulically controlled discharge—easily 
and gently, fast or slow ... mid-section pivot of 
the loader arms for longer reach of dumping 
position and correct weight distribution on trac- 
tor frames ... simple, rugged design that elim- 
inates unneeded dead weight. . . shock loads 
absorbed by hydraulic rams for longer tractor 
and loader life—lower maintenance. 

Your Oliver Industrial Distributor will be 
happy to show you what the “more than a family 
resemblance” in Oliver-Ware Tractor Loaders 
means to you in lower cost operation. And see 
the Oliver color film ‘“‘Task Force on Wheels.” 


tHE OLIVER corporation 


Industrial Division: 19300 Euclid Avenue, Cleveland 17, Ohio 
A complete line of industrial wheel and crawler tractors 
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BOR RELATIO 





» THE ESTABLISHMENT of a 
Construction Industry Stabilization 
Commission by the national Wage 
Stabilization Board to administer the 
wage stabilization and dispute settle- 
ment functions in the construction in- 
dustry was announced June 1. 

The commission will fulfill a fune 
tion similar to that of the Wage Ad- 
justment Board for the construction 
industry during World War II. 

General Wage Regulation 12 creates 
the 12-member commission. Four will 
represent the public; four manage- 
ment; and four labor. Two of the 
management representatives will rep 
general contractors, and two 
will represent specialty and subcon- 
tractors. 

Negotiations leading to the estab- 
lishment of the commission have been 
carried on for several months with 
various government agencies by The 
General Contractors of 
America, national associations of spe- 
cialty and the Building 
and Construction Trades Department 
of the American Federation of Labor. 

These organizations the 
which sponsored and participate in the 
National Joint Board for the Settle 
ment of Jurisdictional Disputes. The 
new commission is not intended to con 


resent 


Associated 


contractors, 


are ones 


sider cases such as now come before 
the jurisdictional board. 


Procedures Later 


Operating procedures and the poli 
cies to be followed by the commission 
are to be adopted in the near future. 

During World War II the Wage 
Adjustment Board had been estab 
lished prior to the National War Labor 
Board. Few changes were made in 
its procedures and policies when it 
was designated to act for the War 
Labor Board in the construction field. 

This time the for the 
construction industry will develop its 
procedures and policies from actions 
already taken by the WSB and its 
regional offices, as well as the 
experience of the WAB. 

One of the first tasks will be to 
make interpretations of actions al- 
ready taken by WSB to fit construe- 
tion operations. 


commission 


from 


Problems 


The jurisdiction of the commission 
is expected to cover the administra- 
tion of stabilization rules with respect 
to all wages and salaries paid to me- 
chanics and laborers in the construc 
tion industry employed directly upon 
the site of the work. 
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Wage Stabilization Commission 
Set Up For Construction Industry 


©¢ Created by General Wage Regulation 12 
© Authority Will Resemble WAB During World War II 
® Uniform Area Rates Will Be An Early Problem 


A number of problems are foreseen 
in early operations of the commission. 

One will be the establishment of uni- 
form area wage rates applicable to 
contractors in the area. In some in- 
stances certain employers have been 
paying premium rates for workmen 
and have established legal authority 
to pay them. Other contractors in 
the area are not now permitted to pay 
the higher rates. 

Another problem revolves around 
the base dates for calculating what 
wage increases are permissible. Sta- 
bilization regulations currently—al- 
though the policy may be changed 
permit ten per cent wage increases to 
effect cost of living increases between 
January 15, 1950 and January 25, 
1951. The January 15, 1950 date 
is not realistic for the construction 
industry in which few wage agree 
ments for the year are made as early 
as the middle of January. Some later 


base date and corresponding reduction 
in percentage of increase may be nec- 
essary in construction. 

A proper relationship will need to 
be established between wage prede- 
terminations by the Davis-Bacon sec- 
tion of the Labor Department for 
federal public works projects and ac 
tions of the new commission. The 
Davis-Bacon predeterminations which 
are now for minimum wages which can 
be paid, probably will the 
maximum wages which can be paid on 
the project without authorization by 
the commission. 


become 


Because of the absence previously 
of a commission with a thorough un- 
derstanding of the construction indus 
try, the WSB and its regional offices 
have been taking actions and making 
interpretations which have not been 
well fitted to construction operations 
and which have not been uniform in all 
parts of the country. 





Recent Labor Cases Affecting Construction 


@ As Reported by the A.G.C. Labor Relations Staff 


National Labor Relations Board 
and a Federal District Court disagree 
on legality of lockouts. In 
brought under different sections of the 
Taft-Hartley Act, the NLRB and the 
Federal District Court of Southern 
New York have both treated with the 
legality of lockouts and have arrived 
at opposite conclusions. 


cases 


The NLRB Case. In a decision 
rendered May 6, 1951, in the Davis 
Furniture Company case’ the NLRB 
ruled that members of an employers’ 
association may not lockout their em- 
ployees because of a strike against 
one of the members of the association. 
The board had previously held in the 
Morand case* that employer members 


‘In the Matter of DAVIS FURNITURE CO. 
and others, Case No. 20-CA-250. 94 NLRB No. 52. 


?MORAND BROS. BEVERAGE COMPANY 
91 NLRB No. 58 


of an association could not discharge 
their union employees as « result of 
a strike against one of their members. 
This is the first application of this 
principle to lockouts. 

In its decision the Board said: 

“The relevant facts in the instant 
case are substantially as follows. The 
Retail Clerks International Associa- 
tion, Local 1285 (AFL), herein 
called the Union, has bargained with 
the Retail Furniture Association of 
California on behalf of a number of 
its members since 1937. An impasse 
over a new contract occurred on June 
3, 1949. At that time, the Union 
told the Association that the Union 
would probably strike one of the as 
sociation Union Furniture 
Company, where wages were lower for 
most employees than for employees of 
other The next day the 
Union placed pickets at the warehouse 


members, 


members. 
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and 2 stores of Union Furniture Com- 
pany, and none of its union employees 
reported for work. The employees of 
all other members re 
ported for work as usual. However, 
11 of the 19 employer-members of the 
Association, Respondents herein, noti- 
fied their employees by pamphlets or 
letters on June 4 that their stores were 
closed until further notice in view of 
the Union's strike action. 

“The parties are in agreement that 
at no time did the Union attempt to 
bargain on other than an association 
wide basis; in that respect, the facts 
in this case are weaker for the Re 
spondents’ ultimate contention than 
were those in the Morand case. The 
Union did not threaten to strike any 
other member of the Association. The 
Union selected Union Furniture as the 
target for strike action because the 
Union believed that that employer was 
the obstacle to reaching agreement on 


association 


an association-wide basis. 
to a letter from the claimants’ at 
advising that the claimants 
have at all times been and still were 
“ready, willing and able to continue 
their employment,” the Respondents’ 
attorney replied by letter, dated June 
13, 1949, that negotiations 
had been conducted on the basis of a 
group unit and no separate demands 
had been made on Union Furniture, 
the Respondents regarded the strike 
as one against all employers in the 
unit. The strike was settled on or 
about July 9, 1949, when all the em- 
ployees, including those of the 11 
employers who were not struck, re 
turned to work and an association-wide 
contract was concluded. 

“The complaint alleges that the 11 
employers discriminatorily locked out 
their employees during the period from 
June 4 to July 9, 1949, in violation of 
Section 8 (a) (1) and 8 (a) (8) of 
the Act. 

“The Trial Examiner sustained the 
allegations of the complain on the 
basis of the Board’s decision in 
Morand Brothers Beverage Company. 
In that case, the Board held that a 
strike against a single employer of an 
association-employer unit did not 
under the statute justify the discharge 
of employees by association employers 
whose stores were not struck. 

“We agreee with the Trial Examiner 
that the principles and policy con 
siderations enunciated in the Morand 
decisions are equally applicable to the 
facts in the instant case, where the 
employees were temporarily prevented 
from working by the 


In response 


torney 


because 


Respondents’ 
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action in laying them off rather than 
discharging them. Regardless of how 
the strike may be viewed, the fact 
remains, as found by the Trial Ex- 
aminer, that the Respondents laid off 
their employees because of protected 
sponsored by the 
Union as their statutory bargaining 
representative and engaged in by 
union members of the same bargaining 
unit. 
on all members of the bargaining unit, 
the laid-off employees as well as the 
strikers and nonstrikers, that resort 
to lawful protected concerted activity 
by the employees of any employer- 
member of the bargaining unit would 
subject 


concerted activity 


The layoffs thus served notice 


other employee-members of 
the bargaining unit to the reprisal of 
a temporary loss of employment. The 
Respondents’ conduct thereby directly 
interfered with, restrained, and coerced 
all the employees in the bargaining 
unit in the exercise of their rights 
guaranteed by Section 7 of the Act, 
in violation of Section 8 (a) (1). The 
layoffs also constituted discrimination 
in the hire and tenure of employment 
of the Respondents’ employees be- 
cause of the union-sponsored strike 
against Union Furniture Company, 
thereby discouraging membership in 
the Union in violation of Section 8 
(a) (8) of the Act. Whether the 
Respondents’ conduct be viewed as a 
violation of Section 8 (a) (1) or of 
8 (a) (8), we find that effectuation of 
the policies of the Act requires that 
the Respondents’ employees be made 
whole in the manner set forth in the 
Intermediate Report.” 

The NLRB has not yet passed upon 
a situation construction em- 
ployees, comprising a labor pool, have 
been locked out by the members of a 
multi-employer bargaining unit. Be- 
cause of the marked difference in the 
employment practices in retail estab- 
lishments such as were found in this 
case and those prevailing in the con- 
struction industry, it can not at this 
time be said with certainty just how 
the NLRB would decide a case in- 
volving a mass lockout in the construc- 
tion industry. 


wherein 


The Court Case. This case* arose 
by a suit brought by the union under 
section 301 (a) of the ‘Taft-Hartley 
Act, claiming damages for the alleged 
breach of no-lockout provisions of a 


* Local 50, Bakery & Confectionery Workers, 
International Union of America, AFL, Plaintiff, 
v. General Baking Company, Purity Bakeries, 
Incorporated, Drake Bakeries, Incorporated, 
Grennan Bakeries, Incorporated, and Ward 
Baking Company, Defendants. 19 Labor Cases 
66, 317. 


labor agreement. The five defendant 
companies are members of the New 
York City Bakery Employers’ Coun- 
cil which is their collective bargaining 
agent. 

Three days after negotiations be- 
tween the council and the union had 
broken down, the union struck one of 
the members. The union then notified 
the Employers’ Council that no other 
employer was being struck. The Em- 
ployers’ Council replied that a strike 
against one was a strike against all 
and each company notified its drivers 
that because of the strike against the 
one bakery they should not report to 
work until further notice. The lock- 
out lasted from February 28, 1949, to 
July 22, 1949. 

In its decision, the court 
part: 

“It is of crucial importance that 
neither prior to nor at the time the 
inside workers were told not to come 
to work was there a labor dispute of 
any kind between plaintiff and any of 
the defendants. The collective bar- 
gaining agreements between plaintiff 
and each of the defendants did not 
expire by their terms until May 1, 
1949. Each contained the following 
no-strike, no-lockout clause: 

It is agreed by and between the 
parties hereto that there will be no 
concerted failure to report to work, 
cessation or interruption of work, 
slowdown, strike or picketing, lock- 
out, during the term of this agree- 
men or during any period of time 
while negotiations are in progress 
between the parties hereto for the 
continuance or renewal of this agree- 
ment. 

‘“The question for decision is 
whether under the circumstances set 
forth the failure of defendants to pro- 
vide members of the plaintiff union 
with work constitutes a lockout within 
the meaning of the foregoing provi- 
sion. I think that it does not. 

“It is well settled that ‘a lockout is 
an employer's withholding of work 
from his employees in order to gain a 
concession from them.’ Labor arbi- 
trators have so understood and applied 
the term and have frequently stated 
that the denial of work does not con- 
stitute a lockout absent a labor dis- 
pute between the parties ... 

“Defendants were engaged in no 
dispute with the plaintiff union and 
their actions were in no way designed 
to coerce it to grant concessions. Thus 
there was no lockout of plaintiff's 
members and hence no violation of 
the collective bargaining agreements.” 


said in 
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» THE HOUSTON building indus 
try, particularly members of The As 
sociated General Contractors of Amer 
ica, labor, government, and educa 
tional agencies are cooperating in an 
expanding program which graduated 
75 new trained men May 31. 

New importance was attached to the 
training program in this active build 
ing area by the designation of May 
31-June 6 as “Apprentice Training 
Mayor Holcombe s 
termed the May 3lst 
banquet “the beginning of a new era 


week,” Oscar 


proclamation 


in the training of qualified craftsmen” 
in the surrounding territory. 

The third annual apprentice grad 
uation and testimonial ceremony was 
attended by 500 persons. 

Among those who have been partic 
ularly active in the program are L. W. 
Martin, coordinator of the 
ters’ program in the city; 
president of the 
ooo te 
of Commerce subcommittee on appren 
Harold Van Buskirk, 
A.G.C, chairman of the Joint Brick 
layers Committee ; 
Glenn Fletcher, director of industrial 
arts and vocational education for the 
Houston and the 
agents of the various craft unions. 


carpen 


Houston 
and chairman of the Chamber 
tice training; 


Apprenticeship 


schools; business 


Fred | ishe r, 
Chapter, 


Houston Goes All Out for Craft Training 


@ Proclaims “Apprentice Training Week” as 75 Graduate 


Harold Van Buskirk, chairman of the Houston Joint Bricklayers Apprenticeship 
Committee, left, watches Mayor Oscar Holcombe proclaim “Apprentice Training 


” 


‘eek. 


To right of the mayor are Fred Fisher, Houston Chapter president, and 
L. W. Martin, apprenticeship coordinator. 





Michigan Lowers Apprentice Age to 16 


» A PLAN for employing 16-year 
olds as apprentices has been worked 
out between the Michigan State Con 
ference of the Bricklayers, Masons 
and Plasterers International Union 
and the Michigan Chapter A.G.C. Ap 
prenticeship Arrange 
ments were completed with the ap 
proval of the State Department of 
labor and 
operating agencies to allow the sev 
eral joint apprenticeship committees 
to enroll beginning apprentices be 
tween the ages of 16 and 18. 

Although the national age limita 
tion has always been set at a minimum 
of 16 years, the plan notes that eco 
nomic and non-availabil 
ity of apprentices this age has very 
often pegged the acceptable age at 18 
years and older. 

The plan proposed the age of 16 to 
help fill the ranks of apprentices in the 
current emergency, and also pointed 
out that since the compulsory school 


Committee. 


Industry and other co 


conditions 


age in Michigan is 16, many acceptable 
boys will be enabled to enter the trade 
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without losing the two years between 
16 and 18. 

With reference to boys desiring to 
continue their high school education, 
the plan hoped “‘that joint apprentice 
ship committees in cooperation with 
local public high school officials will 
assist the apprentice to enroll in and 
pursue high school extension courses.” 

In addition to assuming responsi 
bilities in accordance with approved 
standards, the Bureau of Apprentice 
ship, State Board of Control for Voca 
tional Education, and the local public 
schools will make sure that the appren 
tice is performing only those duties 
specified by the Michigan State De 
partment of Labor, and that the on 
the-job construction shall be done only 
under the complete supervision of a 
competent journeyman. 

Special emphasis on safety instruc 
tion by the related subjects instructor 
is specified. 

The outstate Michigan apprentice 
training program took great strides 
in 1945 under the chapter and unions. 


\n important part of the 
is the conducting 


program 
of related training 
classes in various localities by itiner 
ant instructors paid from state funds 
and working under the direction of the 
State Board of Control for Vocational 
Education. They teach classes in 14 


training centers, which in turn give 


service to 135 communities in sur 
rounding cities and towns 
indentured to the 


Joint Apprentice Committee to assure 


\pprentice s are 


steady assignment to apprentices and 
direct control over progress and wel 
fare of each boy 

A.G.C. officials attribute 
to three 


success of 
the program major factors 
1) financing the itinerant instruction 
program through state funds, (2) pay 
by employers for apprentice-in-school 
time, and (3) cooperation of the par 
ticipating employers and employees, 
sponsorship of the A.G.C. and 
BMPIU, and constructive 
by the State Board of Control for 
Vocational Education, Bureau of Ap 
prenticeship, Department of 
Structural Clay 


and other agencies 


assistance 


I abor. 


Products Institute, 
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NATIONAL DEFENSE 





Col. Rufus C, 
Officer, 311th 
Group. 


Carhart, 
Engineer 


Commanding 
Construction 


Maj. Felix A. Davis, Commanding Offi- 
cer, 432nd Engineer Construction Bat- 
talion. 


Maj. Charles D. Paine (left), Command- 
ing Officer, and Capt. William E. Dye, 
Executive Officer, 981st Engineer Bat- 


talion. 
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Three A.G.C. Units Win Army Applause 


@ Southern Outfits Advance in Training at Camp Pickett 


2 THREE A.G.C. sponsored reserve 
units have received high commenda 
tion from headquarters, Camp Pickett. 
Virginia. 

The 311th Engineer Construction 
Group of San Antonio, the 981st Engi 
neer Construction Battalion of New 
Orleans, and the 432nd Engineer Con 
struction Battalion of Houston left 
the deep South in January to begin 
their advanced training at Camp 
Pickett, where their rapid absorption 
of army techniques prompted the com 
ment from headquarters that “The 
A.G.C.’s army affiliation plan is pay 
ing off big dividends in national de 
fense,” 

At the the 
architects, riggers, steel workers, car 


Virginia cantonment 
penters, draftsmen and other construc 
tion industry specialists of the three 
units are learning to fight as well as 
build. According to the army state 
ment, “The use of arms, squad tactical 


Members of the 
of a bridge they 


training, employment of mines and 
booby traps, are as much a part of the 
daily routine as sighting in a transit, 
placing transoms on Bailey bridges, or 
driving home a ten penny nail.” 

The commanding officers of the units 
all served in the Pacific theater during 
the last war. In civilian life, Col. 
Rufus Carhart, commanding the 811th 
Group, worked with General Contrac 
tor C. L. Browning, Jr., San Antonio; 
Maj. Felix Davis of the 432nd had his 
own contracting business in Houston; 
and Maj. Charles Paine of the 981Ist 
was with Westinghouse Electric Cor 
poration. 

The army’s tribute to the three units 
concluded with “This 
combination of service and industrial 
experience is a feature of A.G.C, units 
and plays a main part in their capabil 
ity. They are a credit both to 
their home towns and to the chapters 
that sponsor them.” 


these words: 


U.S. Army Signal Corps Photos 


432nd Engineer Construction Battalion reach the halfway mark 
are constructing over a simulated stream, 
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Bridge Built In Three Hours 





By erecting a 60-foot Bailey Bridge 
over a stream in less than three hours, 
the Maryland State Roads Commission 
recently demonstrated its readiness to 
cope with problems of civil defense or 
disaster emergencies. 

The demonstration, staged primarily 
as a civil defense training problem by 
the commission’s bridge division, was 
viewed by 200 spectators. 

A 30-man crew began to assemble 
10-foot Bailey Bridge sections on the 
bank of the creek at 2 p.m. As each 
section was secured to the structure, 
the bridge was pushed out from the 
bank on rollers imbedded in the em 
bankment. In 90 minutes the light 
“pilot” nose section of the bridge came 
to rest on another set of rollers across 
the stream. Seventy-five minutes later 
the structure was complete, the floor 
ing laid, the “pilot” section had been 
removed and the bridge was ready for 
service, 

The Bailey 
Scottish engineer who 
was an engineering 
World War II. Many such structures, 
erected by U. S. Army engineers in 
Europe during the war, are still in use. 


named for 
invented it 
innovation of 


Bridge 





Seabee Base Being Restored 





The former Naval Advance Base 
Depot at Davisville, Rhode Island, is 
being reactivated as the principal 
Naval Construction Battalion Center 
in the East. 

During World War II, Davisville 
was one of the largest Seabee basic 
training centers, supplying Seabees 
and their equipment for operations in 
the European theater. 

Under the current rehabilitation 
program it will rank as a major train 
ing base. Already in operation is a 
continuous two-week active duty pro 
gram for training Seabee Reserve 
units. When the building project is 
completed in September 1951, the 
center will have training facilities for 
four battalions. 

The 1892-acre base has 20 miles of 
railroad and 40 miles of roadways. 
The present pier is capable of berth 
ing four Liberty-type ships and plans 
are underway to provide facilities for 
five more berths. It was at this base 
and on Narragansett Bay nearby that 
the Seabees’ special pride, the hollow 
pontoon, was tested and accepted. 
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Civil Defense Forums Draw 1200 Officials 


® Contractors’ Job of Clearance and Reconstruction Outlined 


» IN an endeavor to mobilize the or 
ganizational leadership of the U. S. 
“for national survival,’ the Federal 
Civil Defense Administration alerted 
the representatives of 250 national or 
a Washington, D. C 
conference last month. 

Five A.G.C. officials were among the 


ganizations in 


1200 leaders of civic organizations, 
professional and educational societies, 
religious bodies, veterans groups and 
trade associations invited to the two 
day round of forums, speeches and 
discussions. They were: G. W. Maxon, 
president; A. S. Horner, vice presi 
dent; William Muirhead, secretary 
treasurer; H. C. Turner, Jr., chair 
man of building division, and H. F. 
Foreman, managing director. 

Other staff members, also, attended 
the May 8-9 gatherings where the posi 
tion of the contractor in the civil de 
fense program came up for discussion 

In the the 
President Governor 


conference, 
Earl 
Warren of California, Vice President 
Alben Barkley, House Majority 
Leader John MeCormack, Secretary 
of Labor Maurice Tobin, and Speaker 
of the House of Representatives Sam 
Rayburn addressed — the 
pointing out the imminent danger and 
the need to meet it by preparation 

Mr. Hugh 
Services division of CDA, told 
how the general contractor 
would be called upon in time of dis 
aster on the home front. 


course of 
Truman, 


Beshers, Engineering 
one 
forum 


“In the engineering services,’ he 
said, “as in all other parts of the civil 
defense organization, primary em 
phasis is placed on the utilization of 
existing facilities, equipment, and ma 
terials. The construction industry is 
a major source of skill and equipment 
and will be utilized fully by the engi 
neering services. To the greatest pos 
sible extent, the contractor's staff and 
force will be kept intact. In respect 
to the question of the removal of 
debris, this would be assigned to con 
tractors specializing in earth-moving 
activities. We believe that there is, in 
general, enough equipment for this 
job, if it is properly mobilized. The 
coordination of all construction and 
maintenance men with this equipment 
and tools is basic in the planning of 
the engineering services. 

When asked what part the engineer 


assembly, 


ing services would play prior to attack, 
Mr. Beshers replied, “The engineer 
ing would be the medium 
through which the technical ability and 


services 


skill of the country was applied to 
measures designed to lessen the ef 
fects of an attack on people and prop 
erty. This would include planning, 
protective construction, blast resistant 
design, city planning, improved build 
ing codes, and any other technical or 
professional efforts to prepare for an 
attack.” 

A number of exhibits in the lobby 
of the Statler hotel where the confer 
was held showed the tactical or 
ganization of civil defense around th 


ence 
periphery of several large American 
cities and the anticipated 
after A-bomb attack. 
zational charts showed the contractor's 


recovery 


Several organi 


place in the reconstruction job 
The A.G.C. 
is currently reviewing 


FCDA the 


services based on its advisory re ports 


civil defense committe: 
drafts of a 
manual for engineering 
to the agency Constree 


ror, page 42 


February 





Minnesota’s Third Unit Ready 





The A.G.C. of Minnesota proudly 
saw its third army affiliated unit acti 
vated recently as the 861st Engineer 
Aviation Battalion than 
enough officers and men to qualify for 
class “B” status. 

Following the 437th Engineer Con 
struction Battalion and the 385th En 
gineer Construction Group under spon 
sorship of the chapter, the 86Ist is 
composed almost entirely of World 
War II veterans and is commanded by 
Major James S. Polk. 

Chapter officials participating in the 
at Brainerd were President 
John Dieseth, who welcomed the group 
into the A.G.C. program; H. D. Lov 
ering, toastmaster for the post-activa 
tion program; and J. R 
tiring national director. 

Lt. Col. H. A. Cloore, training offi 
cer for the G3 Section, 5th Army 
Headquarters, gave the principal ad 


dress. 


with more 


ceremony 


Sweitzer, re 


Also present were the mayors 
of Brainerd and Elbow Lake, civie offi 
cials of Brainerd and St. Cloud, and 
Col. R. C. Ayers, commanding the 
Minnesota Military District. 
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How International's “Big Red” 
Champ outworks the field 


When the TD-24 teams up with a loading machine, 
dirt gets moved from ground to trucks in record time. 
And the ‘“‘men who move the earth” are finding this 
out. 

Like the D. W. Winkelman Co., Inc. on a job near 
Syracuse with a TD-24 loading out 22 pay yards 
every minute. 

“Our TD-24 is the best machine we've ever had,” 
says Superintendent George Cecil. ‘‘Pulling the 
loader, it loads out eleven pay yards every 30 sec- 
onds. And it’s the only machine we've found that 
can do a good lugging job with this big loader!” 

That’s another way of saying International's TD-24 


is the most powerful crawler built—the hands-down 
champ at any job where the pay-off is for more pro- 
duction, stamina and ‘“‘handle-ability.” You can turn 
with power on both tracks. You can shift ‘‘on-the- 
go.”” You get going fast, with push-button starting, 
in any weather. 

Look at the record. Ask your friends in the busi- 
ness. Ask your International Industrial Distributor 
for the low-down on the TD-24. And, times be- 
ing what they are, ask him about his expert field 
service and big-time shop facilities for the hard- 
working years ahead. You'll be a TD-24 man from 
then on in! 


INTERNATIONAL HARVESTER COMPANY, CHICAGO 1, ILLINOIS 


A WINNER FOR WINKELMAN! This big red TD-24 
really pays off, loading 22 pay yards a minute for D. W. 


Winkelman on a job near Syracuse, New York 
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STANDARD FORMS 


COVERING IMPORTANT CONTRACTING PROCEDURE 





Prepared by The Associated General Contractors of America and Cooperating Bodies 


Order Per Per Per Order INVESTIGATION OF BIDDERS Per 
No MANUALS Copy Dozen 100 No. (Continued) Copy Dozen 








A.G.C. Manual 

(Contains documents listed - low: Nos 3 
30, inclusive, and Nos. 34, 36, 36a, 37, 
38) 

Accident Prevention Manual (Revised and 
erbarged 1949) cecsecrenerennnere 


CONTRACTS 


Standard Contract for Engineering Con- 
struction issued by the Joint Conference 
on Standard Construction Contracts......... 
Standard Building Contract of the Ameri 
can Institute of Architects—Revised 5th 
UID: -sinsnintineaciiibpiaciadiininenabietistisscncinibicssamiiaas 
Subcontract form—American Institute of 
Architects—Revised 5th Edition 

Standard Government Contract and In 
structions to Bidders................ 

A.G.C. Cost Plus a Fee Contract 

A.A. Cost Plus a Fee Agreement between 
Contractor and Ownert....... 

Equipment Rental Agreement 

A.G.C. Proposal Form 


ESTIMATING AND ACCOUNTING 


Building Estimate Summary... 

Job Overhead Summary. ; 
Contractors’ Equipment Ownership Fx- 
pense (Itemized tables of ownership ex- 
pense elements with instructions for appli 
cation. Revised 1949) 

Equipment Record—Bond paper 
Equipment Record—Cardboard . 


INVESTIGATION OF BIDDERS 


Standard Pre-Qualification Questionnaires 
and Financial Statements for Prospective 
Bidders—Complete in Cover 

Engineering Construction (For Qualify 


$5.00 $50.00 


30.00 $210.00 


20.00 


3.00 
3.00 


10.00 65.00 
50 3.00 
0 3.50 


26. Standard Questionnaires and Financial 
Statement for Bidders—Complete in Cover 
Engineering Construction (For Qualify- 
ing After Bidding) 
Standard Questionnaires and Financial 
Statement for Bidders—Complete in Cover 
Building Construction (For Qualifying 
After Bidding) 
Financial Statement and Que stionnaire for 
Credit Transactions 





MISCELLANEOUS 


Insurance Check List. 1.00 

The Fune tions of a General Contractor 15 

A.G.C. Governing Provisions 50 

A.G.C. Code of Ethical Conduct.......... ‘ 50 

Concrete Mixer Standards... 
36a. Contractors’ Pump Standard............... 1 \ i 
37. A.LA. Standard Form of Arbitration Pro- °#8® quantity 

cedure prices on applica- 
38. Suggested Guide to Bidding Procedure tion. 


Single copies — no 


FOR A.G.C. MEMBERS ONLY 
A.G.C. EMBLEM 

List of Styles and Prices on request 

SIGNS AND SEALS 


‘. Metal Seal (red and black) 10” dia 40 
C. Decalcomania Seal (red and black) 
< k " 20 
dia ‘ . : 10 
Seals and Decals: 20% discount for 
orders of more than 50; 40% discount for 
orders of 200 or more 


43. A.G.C. SOCIAL SECURITY FORMS 


ing Before Bidding) . pe ‘ 1.80 12.00 Form SS1: Application for Employment; 
Standard Pre- Qualification Questionnaires Form SS2 


2: Employees’ History Record; 
and Financial Statements for Prospective Form SS8: Employees’ Employment and 


Bisldlers—Complete in Cover Earnings; Form SS4: Payroll. List of 
Building Construction (For Qualifying prices and styles will be furnished to 
Before Bidding) ; 20 180 12.00 A.G.C. members on request. 


oo== USE THE CONVENIENT COUPON TO PLACE YOUR ORDER 


Order tt. 
No. Amount Cost 








40 
12 


1 ‘1b... 


2 ‘ 43, Price List and Samples (J 


3 2 Price List and Styles of 
+ Emblem 


5 


8 
TOTAL COST 

9 

Make Checks payable to CONSTRUCTION FOUNDATION, A.G.C., Munsey Building, Washington 4, D. C. 

Gentlemen: Enclosed find check for & for which please send materials as ordered by number herewith 


Name..... Address 


City Zone. 
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A -G.C.-A ALA . Groups Meet 





Proposed changes in architectural 
contract documents and in the booklet, 
A Suggested Guide to Bidding Pro 
cedure, were last 
month in meetings of the American 
Institute of Architects’ Committee on 
Contract Documents and representa 
tives of the A.G.C. 

The A.G.C. Subcommittee on Pri 
vate Architectural Contract Forms, 
represented by Carl Olson of Lincoln, 
Nebraska, Earl Wheeler of Cincinnati, 
Ohio, and William Muirhead of Dur 
ham, North Carolina, sat with the 
architects to study particularly in 
surance and contract termination pro 
visions. The group reviewed the pro 
posed A.I.A. circular of information 
on insurance and discussed modifica 
tions in the fixed price contract, the 
cost plus a fixed fee contract and the 
short form fixed price contract. 

At another meeting, Walter Couse 
of Detroit and P. M. Dougall of 
Minneapolis, appearing for an 4..G.C., 
special committee on A 


topics discussed 


Suggested 
Guide to Bidding Procedure, examined 
the subject of bid depositories with 
the architects and went on record for 
A.G.C. as unalterably opposed to any 
change in the publication that woul i 
either emphasize their desirability or 
recommend their use. 

Specific recommendations for 
will be presented to the 
A.G.C, Executive Committee in July, 
prior to the publication of revised 
editions of A.I.A. 


changes 


contract documents 





Schools Request Architects 





Half of the 82 proposed 1951 school 
projects in New York City may not 
this 

according to the 
Board of Education, unless authority 


get under 
viously 


way year, as pre 


planned, 


is given it to employ private architects 
for assistance. 

Charles J. Bensley, chairman of the 
board’s Committee on Buildings and 
Sites, said last month that a heavy loss 
to industry of technical personnel 
from the Board's Bureau of Construc 
tion had cut down its capacity - to 
planning only 13 of the 29 projects 
not yet under construction. He re 
quested authority to assign the re 
maining 16 to designers on the city’s 
official panel of private architects 

Plans have been completed for only 
three projects, two of which are under 
construction. 
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Architects Censure Building Controls 


e A.|.A. Convention Asks More Freedom in Non-Defense Areas 


» CULMINATING a four-day con 
vention concerned greatly with the 
problems of building under govern 
mental controls, the American Insti 
tute of Architects last month passed 
a resolution asking building control 
officials to relax controls in areas 
where no defense construction was in 
prospect and thus avoid ‘undue dis 
ruption of building organizations.” 
Recognizing that the concentration 
of operations in defense areas would 
be likely to divest other 
enough building to keep the industry 
healthy, the A.I.A. urged “those con 
cerned in the federal government to 
promote a more balanced level of con 


areas of 


struction activity throughout the coun 
try by allowing private enterprise to 
proceed with enough private construc 
tion to maintain an active industry in 
those areas where little or no defense 
constructions exists or is proposed.” 


Building Under Controls Studied 


Building 
theme of 


was the 
the 
Chicago convention by National Pro 
duction Authority and the 
topic of a panel discussion moderated 
by H. C. Turner, president of the 
Turner Construction Company, New 
York, and chairman of the Building 
Contractors’ Division of the Associated 
General Contractors of America. 
A.LA. President Ralph Walker de 
plored the effect of controls on the 
building particularly — the 
eredit controls urged by Defense 
Mobilizer Charles Wilson. He 
“No one doubts that a 
civilian economy is just as necessary a 
the 
claim as an aggressor against our way 
of life. 
mand from one group of citizens the 
sacrifice of their normal skilled way 
of livelihood, and again, without doubt, 
that is exactly what the national de 
fense is now doing to the entire build 
ing industry.” 

In addition, the convention adopted 
a_ resolution 


under controls 


several spe eches at 


officials 


industry, 


said, 
strong 
bulwark who we 


against enemy 


It does seem unjust to de 


condemning the failure 
of federal civil defense authorities to 
release data needed for the design of 
shelters and other protective con- 
struction. 

Other themes considered by the de 
signers were the architecture of civil 
and the decentralization of 
Dr. R. E. Lapp, atomic scien 


defense 
cities. 


tist, told the gathering that the only 
real the A-bomb is 
the “selective dispersion” of the na 
tion’s vital target cities. 


defense against 


Shopping Center-Shelter Proposed 


Among the ideas outlined in the 
civil defense discussions was a dual 
purpose shopping center proposed by 
Victor Gruen, California architect. 
His plans called for the incorporation 
of defense facilities within the shop 
ping center which would make it an 
emergency station, in case of air raid, 
and included a layout of surrounding 
parking lots to act as a fire break, an 
underground truck road to 
shelter, and equipment to generate the 
center's own electricity, if needed 


serve as 


The convention elected Glenn Stan 
Portland, 
for the coming year. 


ton, Oregon, as president 
Stanton heads 
a new group of officers that includes 
Kenneth E. Wischmeyer, St. 
first president ; 
Schlossman, Chicago, second vice 
president; Clair W. Ditchy, Detroit, 


Sullivan. 


I OUIS, 


vice Norman J. 


secretary; and Maurice J. 
Houston, treasurer 





New Builders’ Hardware Book 





A publication giving the full story 
on door butts and hinges 
published by the National 
Hardware Association 

Third in a series of books on build 
ers’ hardware, “Door Butts & Hinges’ 
also is designated by the American 
Institute of Architects as A.T.A. File 
No. 27, and is part of an educational 
program to furnish technical informa 
tion 


has been 


Contract 


to members of the trade, archi 
tects, specification writers, designers 
and others interested in building con 
struction. 

It provides answers to all questions 
on hinge construction details, applica 
tion, and 


recommended installation, 


selection of the kinds in widest use. 
Also de scribe d are othe r ty pe Ss. such as 
loose joint, olive knuckle, parliament 
friction, strap, tee, H and H-L, con 
“Harmon” and 


and hinge straps. 


cealed, pivot hinges 

Copies can be obtained from local 
builders’ hardware dealers, or from the 
National Contract Hardware Associa 
tion, 420 Madison Avenue, New York 
17, New York, at ¥1 each 
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of Jackson, Miss., with contract for 2,500,000 yards of 
dirtmoving at Enid Dam in the Yazoo Valley Basin 
Project, is speeding up production with big LeTourneau 
rubber-tired B Tournapulls. 


To handle this large contract, W. G. Cook Construction 
Co. ordered two large electric-control B Tournapulls . . . 
drove them 150 miles from the LeTourneau factory at 
Vicksburg, Mississippi in just 12 hours . . . and put them 
right to work filling around the sluice ways. Recently, a 
careful time study showed these big units were getting 
heaped loads of sandy clay in less than a minute (average 
57 seconds), spread their loads in less than half a minute 


RNEA 





F See your 
} NOW for 





B Gi censnatte 


(average 25 seconds). One-way haul was 5810’ with up 
grade sections of 250’ at 10%, 900’ at 6% and 300’ at 
3%. The 240 h.p. “B’s” completed this 11,620’ cycle in an 
average of 15 minutes for 4 trips each per 60-minute hour. 


19 pay yards per load 


Weighed loads averaged 55,183 Ibs. net for 19 pay yards 
each, based on U.S. Engineers weight on material of 2900 
Ibs. per cubic yard. This was an increase of 70% over 
loads carried by 3 old-style Super C Tournapulls on the 
same job. These weighed out with 11.2 pay yards per 
load in the same material. 


When you figure this output on basis of two 8-hour shifts 
per day, the plus for the Big “B” shows a very interesting 
profit margin over the Super “C”, and, of course, any 
other type of scraper equipment. 


Performance earns repeat orders 


It certainly looked that way to W. G. Cook Construction 
Company who ordered two more B Tournapulls shortly 
after the first “B’s” showed their ability to perform con- 
sistently on the above basis. Cook also purchased three 
“C” electric-control Tournahoppers, and followed this with 
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complete information 











an order for two additional, for a total of five of these 
15-yard bottom-dump haulers. In addition, W. G. Cook 
Construction Company has a new C Tournadozer, a fleet 
of Super C Tournapulls, together with Carryalls and 
LeTourneau Dozers on their crawler tractors. 


What operators say: 


Next to performance records, perhaps one of the best 
ways to judge equipment is to listen to what the operators 
say about it. Cook’s superintendent on this job, Marvin 
Eastham, reports, “These electric ‘Pulls are best in the 
field for backing up and maneuvering in a tight spot.” 
W. F. Wyatt says, “When you get your load in, you 
know it will come out easy. I’m never tired at the end 
of the day ... they’re sure easy to operate.” H. C. 
Valentine, another of the B Tournapull operators, sums it 
all up with, “Best piece of equipment I ever operated!” 
Check economy of LeTourneau’s BIG B Tournapull before 
bidding on any major earthmoving project. You'll find, 
with these modern high-production earthmovers, have 
lowest-net-cost-per-yard to take the pick of the jobs 
at an attractive and safe profit. See your LeTourneau 
Distributor for complete facts and figures. 


-ETOURNEAU @ 7OURNAPULLS 


| MORE YARDS PER HOUR WITH RUBBER-TIRED POWER 
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Lock Rebuilding Poses Unique Problems 


@ Monongahela Job Complicated by Traffic Diversion and Floods 


» RECONSTRUCTION of 
No. 2 on the River, 
Braddock, Pennsylvania, has posed 
some unique problems for The Dravo 
Corporation, A.G.C., Pittsburgh, con- 


Lock 
Monongahela 


tractors for the four-year project. 
Frequent floods of the river itself 
and unpredictable rises from a little 
outlet a half mile above the site, com- 
bined with the necessity of diverting 


Missouri Water Ample for Pick = Sloan Plan 


@ Inter-Agency Study Shows Adequate Flow for All Projects 


» THE question of the adequacy of 
Missouri River water to accommodate 
the multi-purpose features of the Pick- 
Sloan plan has been answered in the 
affirmative by an official study of all 


available data covering a period of 


52 vears. 

A detailed report by a subcommittee 
of the Missouri Basin Inter-Agency 
Committee after a six-month study in- 
dicates that the regulated water sup 
ply of the river under the compre- 
hensive development program “will be 
adequate to meet requirements of irri- 
gation, agriculture, navigation, power 
development and other purposes for 
which it was designed.” 

Representing the most exhaustive 
review of the Missouri's flow ever un 
dertaken cooperatively by the federal 
agencies and states involved, the re 
port utilized official estimates from all 
agencies of demands upon the 
flow for the next 50 years. 

Criticisms of the Pick-Sloan plan 
from various sources have questioned 


river 
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the sufficiency of water to meet the 
program, The Hoover Commission in 
1949 lamented that “it was nothing 
short of a calamity” that uncertainty 
over the water available existed at that 
time. : 

Last month's report to the Inter- 
Agency Committee, providing ‘“‘an af- 
firmative and official answer to the 
frequently raised question,” considered 
not only requirements of the Bureau 
of Reclamation, Corps of Engineers, 
Agriculture Department, and Federal 
Power Commission, but also estimates 
for municipal, industrial and sanitary 
purposes. 

The report was submitted to the 
governors of each of the 10 
states for review before 
to the full committee. 

Since Sioux City was used as a 
major controlling point in the study 
because indications are that the flow 
below that point generally increases 
more rapidly than demand, more de- 
tailed studies on the lower region will 


basin 
submission 


traffic through first one chamber and 
then the other, has made the multi- 
million-dollar job a challenging one. 

Dravo began to rebuild the river- 
ward chamber of the lock in the 
spring of 1949. That phase has just 
been completed. This month, the 
heavy construction contractor will be- 
gin work on the 720-foot by 110-foot 
landward chamber, won on a $7,967,- 
667 bid. A new guide wall extending 
1261 feet along the shore will com- 
plete the requirements for the project. 

Reconstruction of the chambers 
marks another step in the Corps of 
Engineers’ over-all plan for improve- 
ment of navigational facilities on the 
Monongahela River. The locks, lying 
directly across the coal transportation 
lifeline of Pittsburgh district steel 
mills, will accelerate barge deliveries 
of coal from mines in West Virginia. 


General close-up view of construction 
work, Starting at left, the picture shows 
river arm of contractor’s cellular type 
cofferdam; the river wall of the new 
locks; middle wall of new locks with 
new operating building thereon; old 
middle wall and, just beyond, lower end 
of old operating land lock. 





be needed, the report said. The sub 
committee recommended reap- 
praisal of the study “as necessary to 
evaluate additional pertinent data as 
they become available, and to evalu- 
ate any important modifications of the 
existing and proposed program.” 
Participating in the study were rep- 
resentatives of the Weather Bureau, 
Geological Survey, Public Health 
Service, FPC, Bureau of Reclamation, 
Agriculture Department, Corps of En- 
gineers, and two state engineers rep- 
resenting the 10 basin states. 


also 





New Civil Works Urged 





The National Rivers and Harbors 
last month 
prompt initiation of 14 new water de- 
velopment and flood control projects 
“in the public interest,” and said the 
administration’s policy of holding 
down new projects has stopped some 
“of high defense value.” It termed 
basin-wide development of rivers as 
suggested by the President’s Water 
Policy Commission as 
socialistic, and favored smaller proj- 


ects. 


Congress recommended 


Resources 
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formfilm 


— ‘ Protective Coating for Plywood Forms 
n 
All over America contractors report that 
Formfilm is the answer for the 
protective coating of plywood forms. 
Formfilm eliminates all oil staining and 


sharply reduces rubbing costs. 


Advantages of Formfilm 


Increases speed of form handling 
Increases use of forms without recoating 
Increases life of forms—no grain raising 


Eliminates all disadvantages of oil or 


oil deposits on concrete. 


; Cleaner, smoother surfaces at lower cost 
Smooth concrete industrial building surfaces 


vile. 


A.C. HORN COMPANY, INC. - 
. MANUFACTURERS OF MATERIALS FOR BUILDING MAINTENANCE AND CONSTRUCTION 
40TH STREET & 44TH AVENUE, LONG ISLAND CITY 1, H. ¥. 


LOS ANGELES + SAM FRANCISCO - HOUSTON - CHICAGO - TORONTO 
"SUBSIDIARY OF SUN CHEMICAL CORPORATION 


GENTLEMEN: 


Freedom from staining on apartment "8 


on 


caw *inahiiscablttitccaicstcuaiiles aati tails ellie. cael 


Please send complete data on FORMFILM 





COMPANY 





ADDRESS 
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Two Bridges Crossing Waterways on the New York-Washington Expressway 


The new Washington—-New York 
expressway will not be stopped at the 
water. Here are two-of the impressive 
structures in progress over which traf- 
fic will soon cross the Delaware River 
and Chesapeake Bay. 

At the left is the Delaware Memorial 
Bridge with the floor being laid. This 
project, almost completed and due 
to open in July, has the world’s sixth 





Paving Begins on Jersey Pike 





The beginning of major pavement 
operations marks another milestone in 
the construction of the New Jersey 
Turnpike. Ninety miles of the 118- 
mile long superhighway are at, or near, 
the stage where paving can be under- 
taken. If work the 
present rate, the Turnpike Authority 
expects to the traftic 


progresses at 
open road _ to 
on November 15. 

The photograph at the right shows 
the placing of a 714-inch macadam 
base course preliminary to the actual 
laving of the asphaltic concrete riding 
surface. In the right foreground is 
truck 
which pre 
tested to meet rigid specifications. The 
truck is followed by a spreader and, 


unloading 
been 


the contractor's 


crushed stone has 


in the background, are the heavy roll- 
ers for compacting the base course. A 
bituminous penetration is applied to 
bind the stone and to provide water 
proofing. 

base, which is 
14-inch 


After the macadam 
placed 


in two layers, the 


4a 


The 10,765 
foot long bridge will replace the an- 
cient New Castle—Pennsville Ferry and 
eliminate hours of waiting time, es- 


largest suspension span. 


pecially on weekends and _ holidays. 
(Picture by Film Services, Inc.) 

As another link in the new Atlantic 
superhighway, the Chesapeake Bay 
Bridge, at right, will enable traffic 


from Washington to skirt Baltimore 


surface of asphaltic concrete will be 
laid, in three layers. The frost-free 
foundation, 36 to 42 inches thick, will 
provide a highway designed to carry 
the heaviest loads with a substantial 
margin of safety. 

The New Jersey Turnpike will ex- 


and move onto the New Jersey Turn- 
pike. Here, Bethlehem Steel Com- 
pany, superstructure contractor, floats 
one of the big spans into place. Trav- 
eling derricks on the permanent deck 
truss span at left were used to erect 
the 300 ton spans on barges a mile 
offshore. In this picture, tugs are 
pushing the new span more than 2,000 
feet into position. 


tend from Ridgefield Park, adjacent 
to the George Washington Bridge in 
New York City, to Deepwater, where 
it will connect directly with the Dela- 
ware Memorial Bridge, now under 
construction and scheduled to open 
this summer. (See picture above) 
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GENERALS 


GO IN=GET THE LOAD=CARRY IT OUT 
AND OVER THE HIGHWAY 


GENERAL D. T. L. with deep, sharp, 
angled cleats and sturdy, high shoul- 
der lugs. Designed for maximum 
traction on soft surfaces—forward 
or backward. 


GENERAL H. C. T. for trucks that go 
off-the-road to pick-up, deliver loads. 
Free-rolling tread and stronger body 
for more miles, more safety. 


GENERAL 
NON -DIRECTIONAL 
CLEATED 


Best for dump trucks. 
Self-cleaning tread for 
extra drive-wheel 
traction forward or 
backward. 








For ee wheels—sharp, self-cleaning 
tread for extra traction. For front wheels 
—easy steering, smooth riding ribs. 


Gpecity GENERAL TIRES ON YOUR NEW EQUIPMENT 
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ACCIDENT P ENTION 





A.C.1.-A.G6.C. Group Cites Safety Policy 


@ Successful Program Depends on Management's Leadership 


» SUCCESSFUL accident 
tion in construction depends on the 
interest top 


preven 


and direction of man 
agement. 

To catch the interest of the general 
contractor in program, the 
itself brief, 


ind sample. Also, the program should 


a safety 
program must be basic 
emphasize the cost-saving features of 
wccident prevention. 
With principles 


the Joint Cooperative 


recognized, 
Committee of 
the Associations of Casualty Insurers 
ind The 
tors of America during its May meet 
ing in Washington adopted the fol 
lowing policy rules presented by H. W. 
Heinrichs, Travelers 
Hartford: 

1) There must be some leadership 


these 


Associated General Contrac 


Insurance Com 


panv, 


ind support by the general contractor. 
2) He should appoint some one to be 
responsible for the firm’s safety pro 
The contractor 
ind his safety man must have a basic 
knowledge of 
The 
must be investigated. (5) Immediate 
action must be taken to prevent the 
iccident from happening again. 


gram. (3 general 


safe and unsafe prac 


tices. t cause of each accident 


John Dahlman, Dahlman Construec 
tion Company, Milwaukee, stated that 
had 
in accident 
monthly 


much 
prevention by 


his firm achieved success 


holding 


evening meetings at which 


time supervisors in charge of any in- 
jured workmen were required to give 
a full report of the accident, its cause, 
severity and prevention. He said his 
personnel enjoyed the meetings. 
Effective safety on the job reduces 
direct and indirect costs. A low acci 
dent rate gains the contractor a lower 





Constructor Gets Award 


“For its exceptional service to 
THE 
been awarded 
Safety Council 
Award for 1950. 
The award, made annually to 


Constructor has 
the National 
Public Interest 


safety on 


public information media, went 
to 19 daily and five weekly news- 
papers, 63 radio and seven tele 
vision stations, three radio net 
works, six general circulation 
and 24 specialized magazines, 20 
advertisers, three outdoor adver- 
and one film 


tising companies 


producer. 











compensation insurance rate. Reduced 
costs in turn improve the contractors 
bidding position. 

Yet, according to insurance repre- 
sentatives, the general contractor too 
often overlooks this advantage. A 
well 


breakdown of accident costs as 


as insurance costs in accounting form 


is an item which still has to be sold 
to the average contractor, they contend. 

To illustrate the direct and indirect 
costs of accidents, the joint committee 
established a subcommittee to gather 
information on specific construction 
accidents and all the expenses involved. 

When accident prevention is not 
satisfactorily attended to by industry, 
government moves in to fill the void. 
Out of a discussion of this most im 
portant phase of accident prevention 
came a committee recommendation that 
the legislative committees of both as- 
sociations be advised to disapprove 
S. 991, a bill before Congress which 
would give the Secretary of Labor 
complete power to inspect, regulate 
and enforce safety standards 
longshore and harbor activities. 


upon 


To carry safety program develop 
ments to the chapters, H. B. Alex 
ander, Harrisburg, Pennsylvania, 
chairman of the A.G.C. Accident Pre 
vention Committee, invited a subcom 
mittee of the and Man 
agers’ Council composed of Allan E. 
Gitford, executive secretary, A.G.C, of 
Massachusetts; Eugene H. Brown, ex 
ot West Vir 
ginia; and George M. Schmeltzer, ex- 


Secretaries 


ecutive secretary, A.G.C. 


ecutive director, Pennsylvania Build 
ers Chapter, to attend the joint com 
mittee meeting and later discussions. 

At that 
discussed were chapter follow-through 


meeting principal points 


on a minimum safety program for the 
contractor and means of establishing 
with insurance 


closer relationships 


agents. 





Awards for No Lost-time Accidents Presented 


Two A.G.C, firms rece ntly received 

acci 
Daniel 
Mu 


awards for having no lost time 
At left are 
Associated 


dents during 1950. 


Driscoll, president, 


46 


tuals of Boston; Martin Luthy, vice 
president, Lumbermens Mutual Cas- 
ualty Insurance Company, presenting 
A.G.C. of Massachusetts plaque to 


Cesare Vappi, Cambridge. At right, 
Seth E. Giem, president, Memphis 
Chapter, presents certificate to Frank 


H. Lee, West Memphis, Arkansas. 
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in the mountains of Colorado —this 
dumping 15 tons of fill material. 


> PAR TS A ND SER VICE FA CILI TIES Werking rm a levee in Arkansas —Bottom-Dump Euclid 


are the outstanding choice of levee contractors. 
The Euclid reputation for long, dependable service life and < 
efficient performance is backed by strategically located 
distributors and factory branches. Adequate stocks of genu- 
ine Euclid parts and the facilities of this world-wide organi- 


zation assure prompt service to Euclid owners everywhere. 


The fact that 80 per cent of all Euclids built are still in 
use today is proof of their rugged construction and staying 
power on the toughest jobs. Readily available parts and 
service result in less down time and customer satisfaction. 


Have your Euclid Distributor show you how “Eucs” can lower = — : 

. . Getting a 22-ton load of rock at Downsville D in Ne 
your off-the-highway hauling costs. Ask about the models 34" °gucs"" are built for heavy eff-the-highway werk. 
best suited for your own job requirements. 





The EUCLID ROAD MACHINERY CO., ( MORE LOADS PER HOUR— 
CLEVELAND 17, OHIO \. MORE PROFIT PER LOAD 
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J~T ii Wr 
ee ae 


















































THE IOWA LINE of Material Handling Equipment Includes: ROCK AND GRAVEL CRUSHERS ¢ 
BELT CONVEYORS © STEEL BINS ¢@ VIBRATOR AND REVOLVING SCREENS ¢ UNITIZED ROCK AND GRAVEL PLANTS 
e@ FEEDERS ¢ PORTABLE POWER CONVEYORS ¢* PORTABLE AND STATIONARY STONE, GRAVEL AND SAND PLANTS 
REDUCTION CRUSHERS ¢ BATCH TYPE AND VOLUMETRIC TYPE ASPHALT PLANTS @ ODRIERS © DUST COLLECTORS 
HAMMERMILLS @ WASHING PLANTS ¢ VIBRATING SOIL COMPACTION UNITS @ DOUBLE IMPELLER IMPACT BREAKERS 





















































i throug® | 
Low-cost AGGREGATE! 


AMERICA needs millions of tons of aggregate for building 
up her skylines to meet the demands of expanding industry... and 
an expanding transportation system to link key areas. 

oe Today’s “preparation program” means unlimited aggregate produc- 
tion...aggregate that must be produced at increasingly lower costs. It 
means the use of quality machines, with the big volume capacity, the 
rugged durability and the low operating cost that makes unlimited 
construction economically possible. 


aun 
aef, 


American contractors have the know-how to get any job done better 
and faster... Cedarapids gives them the equipment that assures 
economy. Whether you need complete plants or single units, for 
aggregate or asphalt, see your Cedarapids distributor for OPPOR- 
TUNITY UNLIMITED in competitive bidding. 


lh 








HEADQUARTERS FOR tus!) 
QUALITY wee? 
EQUIPMENT! ibe 


rrr rr . 
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2889 tices”: 


Sesexcan tes 


oe 


_ 
Underweod and Underwood 


SUPER TANDEM 


Excep y high ing capacity added to 
high crushing output of the Super Tandem fills 
the need for a plant that can process material 
with high percentages of fines. Where greater 
volume is required, use the Master Tandem... 
for average size gravel jobs, pick the Junior 





Tandem . . . or, the Pitmaster for smaller jobs. 
Add a Portable Primary to make a complete rock 
plant. There's a size and type for any quantity, 
every specification. 


MASTER MIXER 

This high capacity asphalt plant is ideal for jobs 
requiring a continuous flow of accurately mixed 
bituminous material. For the big jobs, the 
Model “E” handles up to two tons at a batch... 
if you need only o few loads for patching, 
choose the Patchmaster. Cedarapids complete 
line of batch type and volumetric type bitumi- 
nous mixing plants gives you the exact size and 
type you need. 


IOWA MANUFACTURING COMPANY 


Cedar Rapids, lowa, U.S. A. 








Barber-Greene 
HEAVY-DUTY 
mor. _ LONG-REACH 
374 150 TO 425 TONS/HR. 
PORTABLE CONVEYOR ~# 


4 


e OW E high-capacity loading, 
unloading, stockpiling 
MAN of all bulk materials 


BARBER-GREENE COMPANY + AURORA, ILLINOIS 


so 
he 


s ih Lop a f pea) = = 
LOADERS PERMANENT CONVEYORS PORTABLE CONVEYORS COAL MACHINES BITUMINOUS PLANTS FINISHERS DITCHERS 
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» A COST-CONSCIOUS Congress 
is continuing careful consideration of 
money bills for fiscal years 1951 and 
1952. 

The third supplemental appropria 
tion bill, H. R. 3587, providing $365 
million to carry approximately 18 
agencies through the remainder of this 
year was returned to the President 
who had originally requested $896 
million. Significance could be at 
tached to the fact that the Senate 
usually more liberal—cut the House 
bill from #473 million. 

This bill contains funds for con 
struction as follows: buildings and 
facilities, Federal Prison System, #1.4 
million; Alaska Highways, $3.5 mil 
lion; forest development roads, %5. 
million; Bureau of Indian Affairs, $3. 
million. For defense production, an 
additional $27.3 million is appropri 
ated, and Treasury loans under the 
Defense Production Act were upped 
from 600 million to $1.6 billion. 


Fourth Supplemental 


Reductions in the fourth supple 
mental appropriations bill, H. R. 3842, 
which late last month went to confer 
ence, were not as large as those for 
the third supplement. In this bill the 
President requested $6.472 billion, 
the House approved $6.468 billion and 
the Senate approved $6.438 billion 
for the Defense Department, Atomic 
Energy Commission, and Interior De 
partment. 

Funds for military construction in 
clude: $17.5 million for Navy public 
works and an authorization to spend 
$100 million for the Navy's private 
plant expansion program; and $281.7 
million for the acquisition and con 
struction of real property by the Air 
Force. 

During Senate debate on the fourth 
supplement, several senators severely 
criticized the control program for fail 
ing to hold down living costs and de 
fense officials for large administrative 
expenditures. A large portion of the 
funds appropriated in the fourth sup 
plement are to cover increased costs 
caused by inflation since the Korean 
war began. 


1952 Appropriations 


In the President's January budget 
message Congress was told that $95.9 
billion would be needed in fiseal 1952, 
part of which would be spent over the 
next three years. Expenditures for 
the coming fiscal year were estimated 
at $71.6 billion. 
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House Continues Economy 
in Reducing Money Measures 
© Third Supplement Cut by Almost One-Half 


@ Interior Bill Includes Day Labor Limitation 


In five appropriation bills the House +1.09 billion less than the President 
has approved $12.8 billion which is had requested. 





WELLMAN (diame Type 


FAST BUCKET OPENING SPEEDS OPERATIONS 


@ Double-hinge construction on 
Wellman’s multiple-rope bucket permits 
faster opening than a single hinge. 
This speeds up operations, also gives a 
bigger spread in the open bucket for 
the same headroom. 


Wellman’s welded-design buckets 
offer you better performance and longer 
service. In all types and sizes you'll do 
better with Wellman! 


Want Facts? 


Write for free descriptive bulletins. 


CLAMSHELL * DRAGLINE * CUSTOM-BUILT 
BUCKETS * STONE AND WOOD GRABS 


THE WELLMAN ENGINEERING COMPANY 
7000 Central Avenue 
Cleveland 4, Ohio 











Specified densities are quickly reached in granu- 
lar soils with the Jackson Vibratory Soil Com- 
pactor. For those areas adjacent to structures, 
bridges, culverts, in trenches, factory floors and 
earth fill dam construction, there is nothing that 
begins to equal the Jackson Compactor for speed, 


convenience, 
Self-propelling, 


and thoroughness of compaction. 
the operator merely guides it. 


Send us a sieve analysis or small sample of the 


soil, 


and we will tell you what you can expect in 


percentage of A.S.S.H.O. densities and depth of 
compaction. 


FOR RENT OR SALE AT 
JACKSON DISTRIBUTORS 


& EQUIPMENT COMPANY 
LUDINGTON, MICHIGAN 


JACKSON 


IDEAL WIEBRATGRS FOR 
EVERY TYPE OF JOB 


1. Power Plant used with Compactor and Screed, 1.25 
KVA, Others of 2.5 and 5 KVA capacity — all produce 
both single and 3-phase 110 V. 60 cycle AC and 
have generators requiring no maintenance or adjust- 
ment. 2. Hydraulic vibrator with time-saving 50’ reach. 
3. Powerful, easy-to-handle electric Vibrator, — shafts 
up to 28’. 4, Finest of engine-driven flexible-shoft 
vibrators. 5. Electric Vibratory Screed — most pro- 
ductive of all screeds for municipal paving, highway 
widening, etc. 6. Heavy-duty Vibrator —a ‘‘must"’ on 
mass construction. 7, Sideform Vibrator — mounts on 
finisher, saves better part of two men's labor, Write 
for “Pocket Guide’ describing the entire line. 
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In the Independent Offices appro 
priation the House limited the number 
of public housing units to be started in 
1952 to 5,000, and no more than 50,000 
A Senate 
appropriations subcommittee has rec 
ommended that the number of units to 
be started in 1952 be increased to 
50,000. Original administration re 
quest was for 75,000 units. 

For advance planning of non-federal 
public works this bill 
*550,000; to American 
ments 


in each vear thereafter. 


appropriates 
Battle Monu 
Commission for construction, 
$3 million; to National Advisory Com 
mittee for Aeronautics for construction 
and equipment, $11.7 million; to Vet 
erans Administration for hospital and 
domiciliary facilities, $28 million. 


Interior Bill 


Construction funds in the Interior 
Department appropriation bill as ap- 
proved by the House are: Southwest 
ern Power Administration, $3.4 million 
for construction and acquisition of 
transmission lines and other expenses ; 
Bonneville Power Administration, $62 
million for the construction and acqui 
sition of transmission lines; Bureau of 
Indian Affairs, $12 million; Bureau of 
Reclamation, $197 million authorized 
and appropriated; Bureau of Mines, 
$1.3 million for construction and im- 
provement of facilities; National Park 
Service, $12 million for the construc 
tion and improvement of roads, park- 
ways, trails, buildings and other facili- 
ties; Alaska public works, $7 million; 
Alaska roads, $20 million of which not 
more than 25 per cent can be spent 
for day labor; Alaska Railroad, $2 
million; Virgin Islands public works, 
41 million. Day labor or force ac- 
count expenditures of both the BPA 
and Bureau of Reclamation are limited 
to 12 per of the 
project. 

Funds for the construction industry 
as approved by the House in the De 
partment of Labor-Federal Security 
Agency appropriation are: Office of 
Education, $75 million for grants for 
emergency school construction; Public 
Health Service, $175 million for hos- 
pital construction, of which $100 mil- 
lion is for liquidation of incurred obli 
gations, and for construction of re- 
search facilities, $10.4 million, almost 
all of which is for payment of obliga- 
tions. The $500,000 cut in the funds 
for the Bureau of Labor Statistics’ 
construction section as approved by 
the House Appropriations Committee 
was not changed in the House. 


cent cost of each 
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Debate on Controls Act 





Extension and revision of the De- 
fense Production Act which expires 
June 30, has been the subject of hear- 
ings before the Banking Committees 
of both Houses during May. 

Major points of contention by com- 
mittee members and industry witnesses 
have been price and rent controls, and 
the rapid tax amortization program. 
The President requested that the ad 
ditional power to control both com- 
mercial and residential rents be in- 
cluded in the act which he wants 
extended for another two years. 

Administration officials assert that 
they want this and other extended 
powers only to have them ready if they 
are needed. Rent controls, they say, 
would be administered only on a selec 
tive basis to affect rents for office space 
and homes in crowded defense areas. 

At one point during the hearings, 
which are expected to continue this 
month, Senate Banking Committee 
Chairman Maybank stated that there 
was a good possibility that there would 
not be a continuance of the emergency 
legislation. Government officials claim 
that failure to extend the Defense 
Production Act would be fatal. 

A House Expenditures subcommit 
tee issued a report criticizing defense 
agencies for their administration of 
the tax amortization benefits provided 
in the Defense Production Act, claim- 
ing that the tax concessions amounted 
to “the biggest bonanza that ever came 
down the government pike.’ Under 
the program, plants built for defense 
production may be amortized in as 
short a time as five years instead of 
the usual 20. 

Speaking before the Senate Banking 
Committee, Economie Stabilizer Eric 
Johnston outlined the following plan 
to control inflation: (1) a pay-as-we 
go tax program which would reduce 
the need of creating new money; (2) a 
credit program which would expand 
credit where needed to gain produc 
tion increases and_ restrict credit 
“which merely allows more businesses” 
and buyers to compete for a tightening 
supply of goods; (3) increased sav- 
ings to reduce buying pressure; (4) 
elimination of non-essential consump- 
tion by government, business and in 
dividuals; (5) channeling of most ma- 
terials to defense and essential civilian 
needs, leaving only the remainder for 
the production of “luxury” items; (6) 
strengthening direct controls, 
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GEARED 
TO YOUR 
PRODUCTION 


Gngh 


FOR THE JOB 


@ Heltzel-engineered equipment pro- 

vides that element of efficiency so im- 

portant when man hours count highly. 

Each product in the Heltzel line is 

backed by 40 years experience in the 

= concrete industry. Contractors and con- 

PORTABLE BULK crete producers know that Heltzel builds 

quality, high performance equipment. 

It stands the test of time and rugged 

operating conditions. Some of the Helt- 

zel line of products are pictured here. 

Specific information on any Heltzel 

equipment may be had by writiag to 

our Warren office or contacting your 
nearest Heltzel distributor. 


STATIONARY 
BATCHING PLANTS 





FN ‘\ 
PORTABLE 
AGGREGATE PLANTS STEEL FORMS 


AIRPORT- HIGHWAY 
SPECIAL 
FORMS 


CONCRETE 
BUCKETS 


BELT CONVEYORS BUCKET ELEVATORS 


HELT TEL 


STEEL FORM & IRON CO. 
WARREN, OHIO 
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Equipment Metal Need Urgent; 
Many Items to Become Scarcer 
® C.1.M.A.-A.G.C. Group Studies Situation 


» THERE is an urgent need for all 
branches of the industry to emphasize 


to appropriate government agencies 
the essentiality of construction to na 
tional defense and necessary civilian 
activities, and the necessity for alloca 
tions of metals to manufacturers of con 
struction machinery and repair parts 

This conclusion was reached by the 
Joint Committee of the 
Construction Industry Manufacturers 
Association and The 


eral 


Cooperative 


Associated Gen 
America at. its 
meeting in Chicago May 17. 


Contractors of 


Although some items will continue 
in sufficient supply, it will become in 
creasingly difficult, if not impossible, 
for contractors to secure many items 
of new machinery and equipment, tli 
manufacturers forecast. The princi 
pal reasons cited were: 

1. Purchases by the United States 
and foreign governments will take al 
most the total production of major 
items of construction machinery. 

2. if nie ss 
metals to manufacturers, there will b: 
difficulties in maintaining 
production schedules. At present there 


is ample capacity for production, but 


there are allocations of 


increasing 


procurement of materials is already 
so uncertain that it is difficult to attain 
an even flow of production. 

3. Ceiling Price Regulation 30, gov 
erning manufacturing operations, can 
impede machinery production. This 
regulation does not permit manufac 
turers to include in their prices any 
premiums they may have to pay to se 
cure all of the materials necessary for 
the production of their machines. Cur 
rently manufacturers have been pay ing 
premiums for some of the materials 


Repair Parts 


the need for 
adequate production of repair parts to 


Contractors stressed 
keep existing construction machine ry 
and equipment in operation. 
Manufacturers 
though repair 
searcer in the next few months, due in 
large 


that al 


get 


re ported 
parts may even 
measure to the current heavy 
wave of buying and stocking of parts, 
there should be ample supplies in the 
future. They stated that 
turers clearly recognize the need for 


manutac 


production of ample supplies of parts, 


and that high rate of production will 
be continued. 

The discussions revealed that under 
present circumstances there can be no 
that 
cure adequate materials for the 


assurance manufacturers can se 
pro 
duction of new machinery and parts 
for the needs of the construction in 
dustry to carry out the defense 


essential 


and 


civilian construction — pro 
grams. 

Because construction operations are 
vital to the effort and the 
maintenance of a sound civilian econ 
deemed _ it 
necessary that appropriate government 


defense 


omy, committee members 
agencies recognize the essentiality ot 
construction operations, and make al 
locations of metals so that the manu 
facturers could produce the machinery 
which will be needed. ; 








"UNTOLD 


Samy 


By the use of 


ATLAS 
SPEED 
FORMS 


“We have been able 
to effect substantial sav- 
ings in the time . . . to set 
up...and... tear down, 
which means untold sav- 
ings in money.” 

HOWARD C. GRUBB, 

Building Contractor 

Tulsa, Oklahoma 

IRVINGTON FORM & TANK CORP. 
Irvington 40, N. Y. 
=y 
Send more information. | am interested g 
in forms for_ 
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Ralph K. Stiles, Austin-Western 
Co., Aurora, Illinois, was co-chairman 
for the C.I.M.A, representatives. 
Dwight W. Winkelman, D. W. Winkel- 
man Co., Syracuse, N. Y., was co- 
chairman for the A.G.C. 

Other C.1.M.A. representatives were 
Julien R. Steelman, Koehring Co., 
Milwaukee, C.I.M.A. president; Ever- 
ett F. Armington, Euclid Road Ma 
chinery Co., Cleveland; J. T. Calla- 
way, Goodyear Tire & Rubber Co., 
Chicago; Carleton R. Dodge, North- 
west Engineering Co., Chicago; E. 
Hill, Gar Wood _ Industries, ; 
Wayne, Michigan; Ray MeLean, 
Jaeger Machine Co., Columbus, Ohio; 
H. T. Reishus, International Har- 
vester Co., Chicago; Frederick Salditt, 
Harnischfeger Corp., Milwaukee; and 
Harold F. Hess, C.1.M.A. executive 
vice president and co-secretary of the 
committee. 

Other A.G.C. representatives were 
John MacLeod, Macco Corp., Para- 
mount, California; George C. Koss, 
Koss Construction Co., Des Moines; 
W. D. Amis, Amis Construction Co., 
Oklahoma City; Leet M. Denton, Den 
ton Construction Co., Detroit; L. D. 
Sinclair, Foley Brothers, St. Paul; 
Managing Director H. E. Foreman; 
C.S. Embrey, committee co-secretary ; 
Wm. E. Woodruff, of the national staff; 
and John C, Hayes, Washington, legal 
counsel. 





Equipment Rental Ceiling 





A ceiling price regulation for rental 
rates of construction equipment prob- 
ably will be issued by the Office of 
Price Stabilization before July 1. 

This expectation was forecast at an 
informal meeting of representatives of 
the Associated Equipment Distributors 
and The Associated General Contrac- 
tors of America held in Chicago. 

Such a regulation is expected to be 
similar to MPR 134 of World War II. 
Both A.E.D. and A.G.C. have been in- 
vited by OPS to nominate representa- 
tives to an industry adv isory committee 
to consult with OPS on the establish 
ment of such a regulation. 

Representing A.E.D. at the meeting 
were R. L. Arnold, Arnold Machinery 
Co., Salt Lake City, A.E.D.  presi- 
dent; H. J. Hush, Griffin Equipment 
Corp., New York, A.E.D. executive 
vice president; F. J. Fitzpatrick, 
Parker-Danner Co., Hyde Park, Mass 
achusetts; Marshall Jost, Equipment 
Corporation of America, Chicago; S. J. 
Oeschle, Metalwald, Ine., Philadel 
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learned from experience... 


“Right from the start, a contractor runs into jobs where he needs 
contract bonds — but it may be quite a while before he discovers 
all the extra advantages of choosing an outstanding surety company. 

“For instance, when I first started bidding on out-of-state contracts, 
I found that my association with a well-known surety helped my 
outfit get favorable recognition. In emergencies, too, AZtna’s coast- 
to-coast facilities have been a big help to us when we had to meet a 
close filing deadline. And when we're figuring really complex projects, 
it saves a lot of headaches to work with A£tna’s experienced under- 
writers who know and understand a contractor's problems. 

“Yes, it takes time to learn what a top-flight surety can mean to 
a contractor. I'll never regret that I've been with The A°tna Casualty 


and Surety Company — right from the start.” 


Coast to coast . . . you can count on 
The Atna Casualty and Surety Company 


for prompt, efficient contract bond service. 


Ylo Gob too Big... Nlo Job too Small” 
4TNA Casi ALTY AND Si RET Y Com AN’ 


The Aina Life Affiliated Companies write practically every form of insurance and bonding protection 
LIFE AND CASUALTY FIRE AND MARINE 
Ema Life Insurance Company Automobile Insurance Company 
ZEtna Casualty‘and Surety Company Standard Fire Insurance Company 
Hartford 15, Connecticut 














EVER WIN A 
COMPETITIVE BID 
BECAUSE OF A 
TRUCK CRANE? 





Here’s one contractor who did! As an example of the ad- 
vantages inherent in MICHIGAN Truck Cranes, Mr. Gurtzweiler 
of Henry Gurtzweiler, Inc., Toledo, cited a competitive-bid job. 


Other contractors figured on the necessity of using a large 
crane with long boom to reach from outside a building being 
erected. Gurtzweiler, taking advantage of his MICHIGAN’S 
compact size and maneuverability, planned to work from a 
central point inside the building. Result? Henry Gurtzweiler, 
Inc. got the job... another of the many on which the 


MICHIGAN has given them a competitive advantage. 


Moreover, Mr. Gurtzweiler states that although the truck 
crane is five years old and never has had an idle day, it is 
still in perfect condition and has had very little maintenance. 
Why settle for less? Next time you need a truck crane... 
get a MICHIGAN! 


mi ' C Hi : G A ni POWER SHOVEL COMPANY 


485 Second Street, Benton Harbor, Michigan, U.S.A. 
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phia; P. D. Hermann, A.E.D. secre- 
tary, Chicago; and Jack Randall, 
A.E.D. field representative. 

The same group attending the meet- 
ing with equipment manufacturers 
(preceding article) represented the 
AG.C. 





Contractor-Owned Equipment 





Problems of compensation for con- 
tractor-owned equipment used on de- 
fense projects were discussed by some 
members of the Equipment Ownership 
Expense Committee of The Associated 
General Contractors of America and 
other members at an informal meeting 
held in Chicago on May 18. 

A formula proposed by the Corps 
of Engineers was discussed, found to 
be inequitable to contractors and al- 
most impossible to administer. Con- 
clusion of the meeting was that best 
results for the government and con- 
tractors would come through use of 
ceiling prices expected before July 1. 

In addition to those who had at- 
tended meetings the previous day with 
equipment manufacturers and distrib- 
utors, A.G.C. members present were 
President Glen W. Maxon, Maxon 
Construction Co., Dayton, Ohio; H. H. 
Sturdy, Dravo Corp., Pittsburgh; J. A. 
Henderson, United Construction Co., 
Winona, Minnesota; J. S. Gregory, 
Tidewater Construction Corp., Nor- 
folk, Virginia and Thomas H. Joyce, 
Jr., Joyee Bros. Contracting Co., 
Springtield, Illinois. 





Mixer Standards 





Printed copies of Concrete Mixers 
(Construction Mixers and Pavers) 
(Export Classification), Commercial 
Standard CS164E-50, are now avail- 
able, the Commodity Standards Divi- 
sion, U. S. Department of Commerce, 
announces. 

The standards were proposed by the 
Mixer Manufacturers Bureau of The 
Associated General Contractors of 
America. They give general and de- 
tailed requirements for tilting and non- 
tilting types of construction mixers in 
sizes ranging from 3.5 te 112 cubic 
feet nominal capacity, and for paving 
mixers of 16, 27, and 8+ cubic feet 
nominal capacity. 

This commercial standard covers 
safety requirements, definitions and 
nomenclatures of useful terms for a 
better understanding of buyers and 
sellers in export trade. 
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» REPRESENTATIVES from Western Chapters Accent Labor Problems 


. chapters in 11 Western states 
aimed most of their discussions at cur- dl F 
rent labor problems during the April e John Macleod Explains National Dues Increase 
meeting of the Western Chapters Con 
ference in San Francisco. chairman, J. A. Thompson, Los An Brig. General Dwight F. Johns, assist 

James D. Marshall, assistant man- geles; second vice chairman, Ellis ant to the chief of civil defense, Cali 
aging director of the national A.G.C., Barker, Salt Lake City; and secretary, fornia; Colonel J. S. Seybold, U. 5. 
Washington, spoke on national prob E. B. Hickock, Seattle. Corps of Engineers; and Captain 
lems and answered questions concern- Speakers were: Merrill E. Wood H. F. Ransford, public works officer, 
ing the national labor situation and ruff, U. S. Department of Commerce; 12th Naval District. 
current wage controls. 

The conference resolved that all 
chapters request the national A.G.C. 
to take action to maintain overtime 
payments at 114, times basic hourly 
rates. Several delegates complained 





that excessive overtime payments were 
being made on military projects. Mr. 
Marshall stated that the association 
has been discussing the overtime prob 
lem with top labor and government 
officials for some time. 

Also discussed were jurisdictional 
problems involving the plumbers and 
the effects of the recent National La 
bor Relations Board decisions which 
granted petitions for elections in a 
single craft in the building industry 
for the first time. Mr. Marshall a ol ed 
warned that this new situation threat lat/4W4 =, I, 
ened a rash of such elections. nem 

National A.G.C. Vice President 
A. S. Horner, Denver, asked the con- 
ference to suggest what the A.G.C. 
could do to service municipal and util- 
ity contractors. After some discus 
sion, the consensus was that the local 
chapters should cover these specialized 
activities as is being done by several 
chapters at the present time. 

The reasons for an increase in na 
tional dues were explained by John 
MacLeod, Paramount, California, who 
stated that both expenses and fune 
tions of the national headquarters had 
increased under the pressure of infla 
tion and added services required by . 
the current emergency. merica’s industrial and military strength lies in this 

New conference officers are: chair scrap yard — and thousands just like it, throughout 
man, John H. Sellen, Seattle; vice this great country of ours. 











You can contribute to this might by seeing to it that 
A reorganizational and member all idle scrap in your possession gets back to the mills— 
ship drive launched last month by the where it can produce tools, machines . . . as well as tanks, 
Virginia Branch, A.G.C., was in full guns and shells to protect our future security. 
swing in June with the chapter roster 
already more than doubled. A_ reor 
ganization committee appointed by the 
chapter was to make a report on prog 
ress late this month. Current controls 
on the construction industry have 
sparked Virginia contractors to stimu- 
late their organization with the aid 


of national staff members and neigh- LACLEDE STEEL COMPANY 


Steel is the backbone of production. By “getting in the 
scrap” now to make steel, you can add to America’s 
strength. 


Producers of Stee 


i St. Louis, M 
boring chapters. fos intestey. oud Contrestion eure 
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“| donit want 
our people hurt!” 


Performance in action — by Employers Mutuals 


—heads off accidents before they happen 


Making everyone’s job safer by elimi- 
nating accident hazards in the policy- 
holder's place of business is the Employers 
‘Number One” 
job. He is company-trained to recognize 


Mutuals safety engineer's’ 


danger points and perilous operating 
. and to deal 
promptly. 


proce sUPCS . 
with them 
Accident prevention is 
only one phase of the su- 
ior ‘Performance in 
rendered by Em- 
rs Mutuals’ teams of 
sts to policyholders 
eir employees. In 

rs of industrial hy riene education, 
atety training ...in handling claims 
and in other 
Employers Mutuals’ teamwork 
top rating all along the line, from 

tive to youngest employee. 


fairness and spec 


top execu 


In fact, 
ance in 


extra cost! 
Pertorm 


The cost? There is no 
Employers Mutuals 


Action” has helped thousands of our 


employers to effect substantial premium 
savings through better safety records— 
savings in addition to dividends regularly 
returned to them as owner-policyholders 
of these solid, seasoned companies. 


Employers Mutuals write: 
Work men’s Compe nsation— 
Public Liability—Automo- 

—Group Health and Ac- 
cident — Burelary — Plate 
Glass—Fidelity Bonds and 
other casualty insurance. Fire 
—_ e—Inland Marine— 


1// policies AVC NONASSESSADLE, 


ae 


. . ° 
EMPLOYERS MUTUAL LIABILITY 
INSURANCE COMPANY OF WISCONSIN 
EMPLOYERS MUTUAL FIRE INSURANCE CO. 
° x © 


Home Office: Wausau, Wis, + Offices inprincipal cities 
Consult your telephone directory 


eee EMPLOYERS MUTUALS 


Fomor 


MUTUALS 
oF i] 


of WAUSAU 
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Florida A.G.C. Council Meets 





State labor difficulties was the prin- 
cipal topic discussed by delegates from 
the five Florida chapters who attended 
the fourth annual convention of the 
Florida State A.G.C. Council held at 
Palm Beach in April. 

V. R. Gorham, president of the 
Florida East Coast Chapter and new 
council president, stated that labor 
problems had been his chapter's grav- 
est concern for many months. Citing 
improvement through chapter efforts, 
he referred to a recent agreement with 
the trowel trades—the first to be made 
with this craft in more than 12 years. 

The labor committee of the Florida 
West Coast Chapter held 40 meetings 
with the unions during the fall of last 
year in an effort to stabilize 
in the industry. Results have been 
satisfactory, reported Colonel J. C. 
O’Brien, chapter president. 

Colonel O'Brien made proud ref 
erence to the “Employers’ Round 
Table” which was sponsored by the 
chapter and designed to bring many 
diversified interests together to dis- 
cuss local labor problems in general. 

Other chapter 
included 
legislation 


wages 


discussed 
state 
affecting construction, and 

A.G.C. principles 
The council urged, in 
that the state of Florida appropriate 
annually the minimum sum of $30,000 
The Veterans 
Administration is expected to provide 
for veteran training in the 


activities 


apprentice training, 


promotion of 
a resolution, 


for apprentice training. 


state 


The council also resolved, 


Aten the next two years. 

subject 
to unanimous approval of its five chap 
ter members, that the state legislature 
a cut of $15,000 in the 
priation for the 


restore appro 


Florida Council of 
Apprenticeship. 

It was also recommended that the 
council: (1) oppose increases in un 
employment compensation weekly ben 
efits, (2) oppose separate contracts, 
(3) subscribe to a news service which 
gives detailed information about pro 
ceedings in the state 

The council is composed of dele 
gates from the following chapters: 
Florida West Coast Chapter, Florida 
East Coast Chapter, South Florida 
Chapter, Northwest Florida Chapter, 
and Northeastern Florida Chapter. 

Burt L. Knowles, national staff, 
Washington, spoke on the subjects of 
apprenticeship and bidding practices. 


legislature. 
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Roller—Galion Iron Works & Mfg. 
Co., Galion, Ohio. New 3-5 ton vari- 
able-weight tandem roller has hy- 
draulic steering, spur gear final drive, 
constant-mesh transmission. Trans- 
port towing attachment is available as 
extra. With towing attachment, com 
plete roller is raised from ground and 
rides on set of auxiliary roller-bearing 
wheels equipped with stub axles and 
heavy-duty pneumatic tires. Roller 
Twin Disc over-center forward 
and reverse clutches, combination serv- 
ice and parking (ratchet-type) foot 


has 


Galion 3-5-ton tandem roller 


brake, compression roll 48” diameter 
x 42” wide, 2-section steering roll 30” 
diameter x 40” wide. All rolls can 
be ballasted with water. They are 
fitted with mats and sprinkler system. 
Total metal weight is 7,650 lbs. and 
ballasted weight is 11,150 lbs. Roller 
is equipped with 4-cylinder, 25 h.p. 
gasoline engine and has 2 speeds for- 
ward and reverse. 


Weigh-Batcher— Mirermobile Man 
ufacturers, S027 N. EF. Killingsworth, 
Portland 20, Oregq. 
batches aggregate on job. It can be 
charged with “Scoopmobile’ from 
storage piles or directly from dump 
trucks. Three 7-cu. yd. bins and 2 
cu. yd. skip store up to 23 cu. yds. 


New unit weigh 


of aggregate. Single operator han 
dles unit. Batcher is mounted on 
8:25x20 tires and travels at 
highway speeds. 


normal 
It is powered with 
engine. Total weight is 
17,800 lbs. It is 12’ high, 8’ 
length of 28’ 
down. It 


gasoline 
wide 
and has over-all 
skip 


charging 


weigh aggregate. 








with 
can be |} 
equipped with dial or beam scales to | 


BETTER CURING 
AT LOWER COST 
with SISALKRAFT 
CURING BLANKETS 


The SISALKRAFT Method of curing 
concrete roads is fast, requires fewer 
men, no equipment, and you're sure of: 
¢ Lowest possible final curing costs 
and best curing results. 

d¢ Fifteen or more re-uses of curing- 
blankets . . 
them again! 


. just roll "em up and use 


d¢ The only waterproof, reinforced 
blankets designed to withstand rugged 
road-job handling. 


ye Designed, Developed and Proved 


Opler 


Tower- Hoist 


THE INDUSTRY’S 
MOST VERSATILE 





@ Picks itself up 
@ Lifting heights up to 94 feet 
@ Single or Double Drum Hoists 


© Easily extends 


© Platform speed—100 ft. per min. 


@ Lifting capacity — 2,500 Ibs. 


Optional Equipment: Gin Pole As- 
sembly, “Chicago” Boom, Tip-Over 
Bucket, Truck Mounting, Inter- 


changeable 10’ Extensions. 


CONSTRUCTION MACHINERY COMPANIES 


WATERLOO, IOWA 


THE CONSTRUCTOR, JUNE 1951 





in Performance by Roadbuilders, 
for over 20 years 

a SISALKRAF' Ca a 

and removing blanket ; 

results). Photo belou 

Turnpike.. 


Pe nn 


.SISALKRAFT used 100% 





WRITE TODAY to DEPARTMENT TC6 
for this valuable 

26-page book 

..no charge 


SISAL- REINFORCED 
PROTECTIVE PAPERS 


THE SISALKRAFT CO. 


205 West Wacker Driv 
New York 17, NY 


ee 
® Son Francisco 5, Calif 
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Hoist—American Hoist & Derrick 
Co., St. Paul 1. “Iron Workers’ Spe 
cial” hoist is designed for steel erec 
tion. Feature is positive load control 
through torque anti-fric- 
tion bearings and air-operated con 
tracting-type tandem band clutches. 
Brake linkage between foot pedals and 
contracting bands is anti-friction-bear- 
ing-mounted. Safety features include 


converter, 


drive 
ratchet rings of forged steel with com- 


cally on reversal of 
pression-type dogs and overload regu- 
lating air valves which permit clutch 
slippage in case loads become snagged 
or hung up while being hoisted. Con 
trols are located on centralized stand 
which is rotatable and raised high 
enough to allow operator to watch 
drums at all times. Basically it is 


shaft, 


back-up brake that engages automati- a 2-drum hoist, but third drum and 





Construction with Permalite lightweight aggreg 


requires less steel... 


Great Lakes Carbon Corporation 


exclusive Permalite Licensees 


60 


saves time and manpower 


@ Much of the saving in light- 
weight building design can be 
in structural steel. How? By 
using Permalite aggregates in 
floors, walls and roof. 

Furthermore, concrete and 
plaster made with Permalite 
instead of sand are easy to 
handle — quick to apply. Rigid 
completion dates can be set 
and met! 

Permalite aggregate in 
concrete provides an efficient 
insulating floor and roof fill 


TYPICAL 


Concrete Aggregate: Roofs and 
Floors — over lightweight deck- 
ing. Exterior Walls — thin, light; 
easily formed and erected. 

Can be monolithically poured 


Permalite 


Hh} 


he 
\| 


| 


material. In plaster it permits 
fireproofing structural steel 
without costly imbedding in 
heavy concrete. On walls and 
ceilings it assures iighter, 
more resilient base coats. 

Get the full story on why 
construction men are using 
Permalite for all types of 
construction—industrial build- 
ings, schools, hospitals, de- 
fense housing and military 
buildings. 














USES: 

or precast into blocks, slabs and 
panels — can be sawed or nailed! 
Plaster Aggregate: Fireproofing — 
speedily applied over structural 
steel. Interior Walls — replaces 
sand in plaster — at less than 
half the weight. 





Great Lakes Carbon Corporation, Dept. 156 
18 East 48th Street, New York 17, N. Y. 


() Please send full information on Permalite 


lightweight construction. [_] Please have 
representative call. 


A Building Product of 


NAME 





and its 


ADDRESS. 











derrick swinger can be added. Hoist 
is available in 3 models: SE-140 with 
14,000 lbs. single line pull, SE-180, 
with 18,000 lbs. single line pull and 
SE-250 with 25,000 lbs. single line 
pull. Catalog available from manu- 
facturer. 


American Hoist & Derrick’s “Iron 
Workers’ Special” 


Truck Mixer—JVillard Concrete 
Machinery Sales Co., 2906 Imperial 
Highway, Lynwood, Calif. New 4-41 5 
cu. yd. transit truck mixer weighs 
+,650 lbs. It‘has truck engine power 
take-off drive, supplemented by fluid 
coupling. Mixer can be mounted on 
2- or 3-axle chassis, giving single rear 
axle loading of about 19,000 Ibs. 


Willard transit truck mixer 


Concrete Saw—Martin Fireproof- 
ing Corp., P. O. Box 27, Kenmore 
Station, Buffalo 17, “Creeper” 'con- 
crete cutting saw is gasoline-powered 
and equipped with guide rails to pro- 
vide smooth, straight cut and prevent 
side-to-side wobble or application of 
off-center pressure. It is equipped 
with water hose attachment. 
man-operated. 


It is one 
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Engines—Caterpillar Tractor Co., 
Peoria 8, Ill. Two industrial diesel 
engines are scheduled for production 
mid-year 1951.  Six-cylinder D337 
engine is industrial version of 514”°x6” 
engine developed for DW20 and 
DW21 tractors. 10326 is similar in 
design but will be offered with lower 
h.p. range. New feature is fuel sys 
tem with fuel pumps mounted ad- 
jacent to cylinders they serve. — Pis 
tons, which have iron band cast in 
‘ tegrally, for upper ring, are cooled 
by oil stream sprayed from nozzle sol 
idly attached to engine block. Fine 
filtration elements handle full flow 
of oil to engine system. Oil passage- 
ways are protected from dirt falling 
into them while filter elements are 
being changed. Any sludge will col- 
lect at bottom of cams where it can- 
not enter oil passageways or relief 
valves. Re-designed 25 h.p. gasoline 
starting engine has features to provide 
easier starting, including crank throws 
located adjacent to each other to give 
even firing design, up-draft carburetor 
to provide easier hot starting and wet- 
type clutch. 


Longitudinal cut-away of Caterpillar 
D337 diesel engine 





Diesel Service Schools 





Since last December four mobile 
G.M.C. diesel truck service schools 
traveling throughout the United States 
and Canada have trained 740 diesel 
truck mechanics, it is announced by 
A. A. Shantz, general parts and serv- 
ice manager for the G.M.C. Truck and 
Coach Division. 

The program, which calls for 1,500 
G.M.C. diesel mechanics and the es- 
tablishment of 1,000 G.M.C. diesel 
service stations by the end of 1951, 
is ahead of schedule at the half-way 
point and may well go far past the 
original objectives, Mr. Shantz said. 
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Powered by Customers’ 
Tractor-mounted Winch. 


Ready to GO! 


ROGERS 


POWER’ LIFT, 


DETACHABLE GOOSENECK 


TRAILER 


PATENTS PENDING 





Frame is lowered to ground without 
need of blocking. Maximum height of 
16” assures rapid, safe loading of 
equipment. 


Complete Literature available upon 
request—Any Rogers Dealer will 
demonstrate its features right on your 
desk, with an OPERATING SCALE 
MODEL. 


DEVELOPED BY 


The Pratler Pioneers 


ROGERS BROS. CORP. 


ALBION, PENNA. 
223 ORCHARD STREET 


Also of timely interest is this 
ROGERS Tag-A-Long trailer 
which makes a dump _ truck 
serve as a tractor and effects 
sizable savings for contractors. 


Export Office: 50 Church St., N. Y. 7, N. Y. 
Cable Address: “Broscites” 














We can help you Figure Your Savings 
on any Scaffolding Job 


with UNIVERSAL 


PANEL 
SLEEVE 


GRAVITY 
LOCKING 
TRIGGER 


MASON PANEL 
Stenderd SUX pan- 
els provide thr 
plank bearing levels. 
Use of brackets 
creases working 
area and allows 
passageway for 
hod carriers and 
CIRCLING _ wheelbarrows. 
s swivel action makes 
it especially adaptable for 
scaffolding cylindrical stacks 
and other circular structures. 


You can figure your savings with the one best scaffold that is unrivaled for ease 
of assembly and for economy in operation. Ezebilt’s exclusive Gravity-Lock 
feature helps you erect faster—no nuts, bolts or tools required—makes indoor 
and outdoor scaffolding jobs easier 


Distributors throughout the country—Write for Complete Descriptive Catalog 


—_ TAT ry ’ Trr ala r Th - 
" UNIVERSAL MANUFACTURING CORP. 
World's Largest Producer of Steel-Panel Scaffolding 
420 NORTH STREET ¢ ZELIENOPLE, (pirtsaurGu pistricr) PA. 
For Tubular Towers Catalog — Write our AMERICAN TUBULAR ELEVATOR CO. DIVISION 
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Tractor-Shovel——F'rank G. Hough 
Co., 819 Tth Ave., Libertyville, Ill. 
Model T12 is integrated design of 
track-type tractor and shovel. Engine 
is mounted at rear to provide maximum 
stability, operator is located high and 
forward for full visibility. Special 
full-reversing transmission provides 4+ 
forward and 4 corresponding but 
faster reverse speeds. Forward re- 
verse or directional shift is separate 
from regular shift. Bucket capacity 
is one cu. yd. Boom arms and bucket 
dump are each controlled by pair of 
double-acting hydraulic rams. It is 
powered by 67 h.p. engine, either gaso 
line or diesel. 


Hough T12 tractor-shovel 


Mixer—The Knickerbocker Co., 653 
Liberty St., Jackson, Mich. “Mix 
Miser,’ 15-bag plaster and mortar 
mixer has 3 cu. ft. capacity. Over-all 
width is 2914” and weight without 
engine is 585 Ibs. Charging height is 
3637, Hinged protecting grid per 
mits safe charging without stopping 
machine. Drum can be tipped past 
discharge position for cleaning. “Lab 
yrinth” packing glands protect drum 
bearings from seepage of lime and ce 
ment. Mixing shaft and drum are 
suspended on + self-aligning ball-bear 
ing units. Replaceable blade and hoe 
assemblies are bolted to shaft. Drive, 
with either gasoline or electric motor, 
is through positive gear trains with 
correct reductions, all housed under 
heavy steel hood. 


Electric Screwdrivers —IJ nde pend 
ent Pneumatic Tool Co., Aurora, Ill. 
“ED” line of pistol grip screwdrivers 
are available in 13 attachment and 
speed variations for driving up to 
No. 12 serews and for setting nuts up 
to 4,” thread. They are available 
in speeds of 500, 800 and 1,100 r.p.m. 
in all straight and 25° angle attach 
ment models, and 660 and 880 r.p.m. 
in right-angle models, with positive, 


kick-out and double slip clutches. 
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Aggregate Spreader— Jaeger Ma 
chine Co., 528 W. Spring St., Colum 
16, Ohio. Catalog SPS-1 pre- 
sents paver-type aggregate spreader 
for laying base and surface aggregates, 
free-flowing hot or cold bituminous 
mixtures and plant-mixed stabilized 
soil. Its use on highways, airports, 


bus 


parking areas, drives is pictured. Fea 
tures of drive, runners, strike-off are 
presented, Two models, SPS-1 
SPS-2, for working with 
small trucks, are described. 
cations are given. 


and 
large or 
Speciti 


Compressor Pump 
and Machinery Corp., Dunellen, N. J. 
Bulletin H-850-B73 describes “Blue 
Brute’ 160’ portable compressor. Fea- 
tures are listed and specifications are 


Worthington 


given of compressors and of gasoline 


and diesel engines. Dimensions are 
included. 


tured. 


Various mountings are pic 


Trucks—FEuclid Road Machinery 
Co., Cleveland 17. Models 31TD and 
53TD rear-dump Euclids of 44,000 Ib, 
payload capacity are presented in cata 
log folder 120. Important parts, such 
as planetary drive axle, transmission, 
frame, hoists, ete., are described. 
Specification data are given on com- 
plete units. 


Roller—Galion Iron Works & Mfg. 
Co., Galion, Ohio. Catalog 350 pre 
sents new portable roller. Complete 
specifications are given, together with 
detailed description and photos of con 
struction and operation features, in 
cluding hydraulic steering, constant 
final 
compression 
built-in 


transmission, 
drive. variable 
roll and towing 
hydraulic jack. 


mesh spur gear 
weight 


hitch with 


Mixer— Awik-Mix Co., Port Wash 
ington, Wis. Bulletin 
illustrates recent 
16-S “Dandie” 


mixer, 


describe Ss and 
improvements in 
3-bag 


capacity con 


crete Schematic drawings, 


listing detailed dimensions of mixer. 
are included along with specifications 
on extension track loader 


and tower 


attachments. 


Detroit Steel Products 
Griffin, St., Detroit 11. 
hot-dip galvanized apart 
ment casement windows are presented 
in new catalog. 


Windows 
Co., 3143 


“Fenestra” 


Window designs, ad 
vantages, construction features, hard 
ware and screens are discussed. Avail 
able types are pictured and sizes of 
casements and complete specifications 
are included. 
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Blocks and Sheaves— American 
Hoist & Derrick Co., St. Paul 1. 
Catalog 300-24 describes complete line 
of American blocks and sheaves. In 
formation includes block number, ca- 
pacity in tons, sheave size, number of 
sheaves, rope size and weight of each 
block. Section headed “How To Fig 
Line Parts” 
table and 
table. 


gives illustrations, 


formula 


ure 


ratio for use of 


ratio 


Sewer Structures——Armco Drain 
age & Metal Products, Inc., Middle- 


NEW LITERATURE 


town, Ohio. 
structures 


Corrugated metal sewer 
are presented in_ folder, 
Help Prevent Sewer Failures Before 
They Happen. Inspection reports on 
Armco structures used in storm, com 
bined storm and sanitary, industrial 
and sanitary sewers are included. In 
stallation is described and illustrated. 


Central Mixing —Dumpcrete Divi- 


sion, Maron Construction Co., 131 N. 
Ludlow St., Dayton 2, Ohio. 12 Ways 
to Set Up for Central Mizing is title 
of Pamphlet 


lll. Twelve different 








THE JOB MUST 


& 


MARLOW pumps help 
Bechtel Corporation 


idle 
in 


IE 


cross difficult swamplands 


This natural gas pipeline is being 
constructed between the Texas Gulf 
Coast and Joliet, Illinois, across all 
kinds of terrain. At one of the worst spots — this swampy stretch at 
Newport, Arkansas — the contractor had to put weights on the pipe 
to sink it below the mud. And under conditions as tough as they come, 
the Marlow pump shown, a Model 641 Self-Priming Centrifugal, stays 
on the job and helps construction move ahead smoothly. 

This job furnishes another example of Marlow stamina and de- 
pendability. REMEMBER! Marlow pumps have been helping contrac- 
tors solve difficult pumping problems for over a quarter of a century. 
Let Marlow pumps help you cut costs and safeguard your profits. 


Write for information and name of nearest dealer 


MARLOW PUMPS 


536 GREENWOOD AVE. 
RIDGEWOOD, N. J. 


Manufacturers of the World's Most Complete Line of Construction Pumps 
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types of central-mixing plants are il 
lustrated and brie fly described. 


Masonry Saw Blades —Hveready 


BrikSaw Co., 1509 8. Michigan Blvd., 


Booklet 101, How to Cut 
Blade Costs in Masonry Cutting, tells 
how operator can run blade cost analy 
sis tests before starting job, how to 
correct diamond 
for each material, how abrasive 


Chicago 5. 


select abrasive or 


blade 


blades and diamond blades perform 
their cutting operation, when to use 
abrasive and diamond 
blade, how many cuts should be ex- 
pected from blade, how to tell if blade 
is too soft or too hard for material, 
how to make special or duplicate cuts 
on masonry 


when to use 


saw, 


Concrete Vibrators—Stow Manu 


facturing Co., Binghamton, N. Y. 





SPEED Progress Schedules 


WITH 


ROGSHORS anp ROOS coLUMN CLAMPS 


Rooshors are faster because only one man is needed to 
transport, set, release and remove them to new locations. 
Because Rooshors fit anywhere, there is no cutting, fitting 
or wedging necessary. They are instantly adjustable within 
their three ranges of sizes: 8 ft. to 14 ft.; 7 ft. to 13 ft.; and, 
5 ft. to 9 ft.—higher stories are shored with Roos Exten- 


sions Shores. 


6 Superior Advantages of Roos Column Clamps 


Just two units . . . both alike. 


. Larger Bars . . 
. Open Either Way. 


- No Loose Parts. 


. Greater Strength. 


.. 
2 
3 
4. Foolproof... impossible to put on wrong. 
5 
6 


Hammer only Needed to tighten. 


Rooshors and Roos Column Clamps save through 
greater Speed. They are available for rental 
from warehouse stocks in principal cities from 
coast to coast. 


Write today for Bulletin 251 


BAKER-ROOS, INC. 


602 W. McCARTY STREET 
INDIANAPOLIS 6, 


INDIANA 





Bulletin 511 presents complete line 
of heavy-duty and light-duty gasoline 
vibrators and new electric vibrators. 
Uses and specifications of each model 
are detailed. Also presented are flex- 
ible shafting, vibrator heads and ac- 
cessories and improved vibrating 
screed. 


Scrapers Caterpillar Tractor Co., 
Peoria 8, Ill. Illustrated booklet 
(Form 380177) covers Caterpillar 
scraper design, haul features, dozer 
type ejection on fill, spreading and 
open top bowl design. 


Graders 
of all manufactured 
by Caterpillar Tractor Co. aré still 
at work today, according to new Cater 
pillar booklet, Form 30158. History 
of research and engineering, testing 
and on-job experience, manufacture 
and inspection is presented. 


More than 90 per cent 
motor graders 


Plastic-Surfaced Plywood—Doug- 
las Fir Plywood Assn., Tacoma 2, 
Wash. Types of plastic-surfaced 
Douglas fir plywood, properties of 
overlay panels and applications in 
building and industry are presented in 
catalog folder. Included are recom 
mendations for use of new panel mate 
rial. 


Loader—Jull Manufacturing Co., 
3612 EB. 44th St., Minneapolis 6. 
“Shoveloader” is presented in folder, 
Form AD-32. Features, 
and performance are presented in 
sketches and brief descriptions. Speci- 
fications are given. 


capacities 


Concrete Curbs— Pacific Engineer- 
ing Sales Co., 215 W. Fifth St., Los 
Angeles 13. Construction of concrete 
curbs on existing slab without drilling 
holes through pavement is described 
in Bulletin 151. It describes and il- 
lustrates Pacific all-steel clamp set-ups 
for standard curb jobs and also shows 
special applications. 


Hose Clamps and 
Punch-Lok Co., 321 N. 
Chicago 7. 


Fittings 
Justine St., 
Catalog 300 on_ hose 
clamps, tools and fittings describes 
and illustrates Punch-Lok method and 
its applications and lists standard 
clamps, locking tools and special fit- 
tings available. Uses of clamps in 
splicing electric cable, repairing leaks 
in pipelines, clamping  guy-wire 
guards, mending split posts, beams and 
planks and other repairs are described. 
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MANUFACTURERS’ NOTES 


Boyd S. Oberlink, who has been 
serving as assistant to the vice presi 
dent in charge of the Tractor Divi 
sion, has been elected a vice president 
of Avuis-CHALMERS MANUFACTURING 
Co. 


Melvin Ovestrud has been elected 
president of Pioneer ENGINEERING 
Works, succeeding Lewis W. Yerk 
who has retired as president and gen 
eral manager. Mr. Ovestrud was for 
merly first vice president. Eugene 
C. Bauer, president of Poor & Co., has 
been elected chairman of the board 
of directors. K. EK. Brunsdale has been 
promoted from vice president to first 
vice president, O. J. Ellertson from 
treasurer to vice president and Carl 
R. Rolf from assistant secretary to 
vice president. Roy W. Sergeant has 
been elected treasurer and assistant 
secretary, A. J. Frystak, secretary and 
Roy L. Slama assistant secretary 
assistant treasurer. 


L. B. McKnight has been elected 
executive vice president of Cuain Bett 
Co. He has been vice president and 
director since 1948, 


W. F. Tuttle has been appointed 
chief engineer of Armco Steet Corp., 
succeeding E. N. Millan. 


After 47 years of service with In 
TERNATIONAL Harvester Co., D. B. 
Baker, manager of industrial power 
engineering, retired May 1. 


Edwin B. McConville has been 
elected executive vice president of 
Sxitsaw, Inc. He has been with the 
company since 1942, serving as treas 
urer and vice president. Paul Watts 
has been named vice president in 
charge of sales and Ralph B. Brun 
drett treasurer. 


R. K. Gottshall has been elected a 
vice president of Arras Powper Co. 


Kenneth J. Bercaw has been named 
development supervisor, Building 
Products Sales Department, Perlite 
Division of Great Lakes Carson 
Corp. 





PRESTRESSED CONCRETE 
A rational method of construction for ele- 
vated express highways, heavy underpasses, 
underground garages, containers and ducts 
carrying liquids. 
L. COFF, Consulting Engineer, 198 Broadway, 
New York 7, N. Y., Cortland 7-2753 
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HOW TO PACK 
480 MINUTES INTO 1 HOUR 


Today, more than ever before, owners require and demand the 
fastest possible completion of any building project, large or small. 


One important place where you can save time, man power and 
money, is in the hundreds of jobs requiring fastening into steel, 
concrete and other materials. By old-fashioned methods, 50 
such fastenings are a good 8 hours’ work, per man. Modern, 
high-speed RAMSET SYSTEM does at least 50 per hour—or 400 
per day per man. That’s packing 480 minutes into 1 hour, 
and cutting costs in proportion. Such savings of time and 
urgently needed man power deserve positive buying action. 


Ask for 15-minute demonstration 


In 15 minutes, we can show you how RamssT will help finish 
your jobs faster, get buildings into operation, sooner. Call your 
local RAMSET Specialist or write us. 


Ramset Fasteners, Inc. 


12117 Berea Road, Cleveland 11, Ohio 


fasten 
FASTER R 





LAR’ 


AME IN 
| TOWERS 


¢ Now standardized in two 
basic types—available in 
both Single and Double- 
Well models from distrib- 
utors throughout the country. 


e All Material Brand New 
e Timken Bearings Thruout 
@ All Bolts Cadmium-Plated 


CONCRETE BUCKET 


LOAD CAPACITY 


MAX. HEIGHT 


HEAVY = 5000# UNLIMITED 1 cu. yd 


UGHT 39004 20) ft Yo w. yd 


Write for parts catalog and 
construction techniques. 
NEW.-Lightweight low-cost, 
panel-type PT Towers. Send 
for descriptive brochure. 


AMERICAN TUBULAR 
ELEVATOR COMPANY 


800 North St., ZELIENOPLE, PA. 


Division of UNIVERSAL MANUFACTURING CORP 
66 





| who has left the 


| with a 
| 5.088 

| PENDENT 
| initiated into the 


| May 14. 
| president, 
| awarded 
} membe rship certificates to all 


| prepared by W. A. 
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CarerPiLtar Tractor Co.'s serv 
ice department is conducting 3 train 
ing schools for army personnel under 
a contract with the Corps of Engi- 
About 90 men will attend the 

which weeks on 
transmis 
a week on rehabilitation of 


neers, 

program includes 2 
diesel engines, 3 weeks on 
sions and 


parts. 


Joseph G. Surmacz has been named 
chief industrial engineer of Harniscu 
FEGER Corp. He will be 
of production control. 


in charge 


Edward Barwell has been named in 
dustrial relations coordinator of Wor 
THINGTON Pump AND MACHINERY 
Corp., assisting L. C. Ricketts. 
president in charge of manufacturing, 


\ ice 


in industrial relations and personnel 
policies. 


with Srew- 

1916 and 
agent of the 
instrument division, 


Ephraim N. Osterberg, 


aRT-WarNeER Corp. since 
since 1942 purchasing 
Alemite and has 
been appointed director of purchases 
of the corporation. He 
I’. Stiles. 


succeeds Roy 


John Barclay has been appointed 


Tue Hei. 
William E. Simons 
company. 


general sales manager of 


Co., 


succeeding 


One hundred 


combined 


sixty-six employees 
record of 
with INbDE 
Co. were 


company’s new 25- 


service 
consecutive years 
Pnreumatic Too. 
dinner on 
Hurley, Jr., Thor 
and 
charter 

veter 
and television console sets to each 


clubs at a 
Ne il is 


served 


and 50-vear 
as toastmaster 


electric clocks and 
ans, 


50 vear veteran. 





Grader Sales Exhibit 





A series of 32 color slides photos, 
diagrams and tables, showing the basic 
features of the “Warco” 
grade r have been 


Riddell Corp. for 
use by distributors in presenting the 


operating 


1D series motor 


machines to customers. 


Diagrams explain key construction 


| features and action photos and close 
| up photos show how grader is oper 


ated and how it performs in the field. 
One series shows flexibility of blade 
positioning adjust 


without manual 


|} ment. 
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SLOANE | 


QUANTITY SURVEYS 


For 


All Classes of Construction 


We Maintain a Large Staff 
of Engineers Which Assures 
Speed—Accuracy-Full Detail 

Reasonable Prefixed 
Charges 


Approved by 
Associated General Contractors of 
America and Federal, State and 
Municipal Authorities 


Your Inquiry Will Receive Prompt 
Attention and Sample Estimates 


H. A. Sloane Associates 
Established 1922 
415 Lexington Avenue 
New York 17, N. Y. 


SURVEYS VALUATIONS 


APPRAISALS 








| 
| 
| 











' Gawatier 


Clave 
Camplete 
WIG? 


The swiftest, surest dewatering 
method is also the simplest and most 
economical. ‘‘Complete’s” patented 
fluted tube wellpoints combine com- 
pactness with lightness and strength 
—enable you to handle tougher jobs 
at lower cost—keep you.on firm 
ground always. Write, wire or phone 
for estimates—we have the equip- 
ment, experience and personnel, 


Write today for “Complete” catalog Dept. CO 


COMPLETE MACHINERY & 

EQUIPMENT COMPANY, INC. 
36-40 11th STREET 

LONG ISLAND CITY, N. Y. 


Branch Warehouse 
3rd AVE. & ADAMS ST. 
GARY, INDIANA P 


SYSTEMS 


SALE OR RENT 
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VERTISERS’ PRODUCTS ’ 
| Here’s 


“one your new 


1" “BUCKET SAVER”’ 


Aggregate (Light-weight) Buildings (Steel)—Continued } booklet 
Great Lakes Carbon Corp., Smooth Ceilings System 


Building Products Divisior Truscon Steel C \ 
« duc on scon Ste °o | hs arenanct amp CARE i The ONLY book 
or 


Air-Entraining Agents Bulldozers MAIN 


‘ ) > Mi H 
A. C. Horn Co. Sane Site Ce BLAW-KNOX available 


Seip - ELL POCKETS 
Asphalt Plants (Portable) R. G. LeTourneau, Inc cLAMSH MN h t t 7] 
Barber-Greene Co tha CIS we 
Towa Mfg. Co. ae | @ HOW TO SAVE YOUR BUCKET 
Standard Steel Works Clyde Iron Works Among the many “bucket saver” suggestions are a list of 
White Mfg. Co “do's” and “don'ts” on the use and abuse of clamshell 
Carpet buckets; tips on how to prolong cable life; common oper- 
Asphalt Tile Coleman Floor Co ating mistakes that make bucket lips bow in or bend out. 
HOW TO GET MORE OUT OF YOUR BUCKET 
Ceilings “How to Reeve the Bucket for Maximum Efficiency” is 
Axles (Truck) Fenestra Building Products illustrated and angen in detail. One page is devoted 
Eaton Mfg. Co., Axle Division Smooth Ceilings System HOW TO REPAIR BUCKETS 
Backfillers Cement (Common and Special) Methods of renewing the cutting edges of worn bucket 
Bucyrus-Erie C . a ‘ lips include special welding precautions. This section 
ee re ‘ Lone Star Cement Corp contains instructions for removing and replacing ball 
Cleveland Trencher Co Universal Atlas Cement Co bearings in lever arm sheaves, lubrication instructions, 
Harnischfeger Corp and many other practical hints for care and maintenance. 


Parsons Co Cement (White) 
SEND FOR 
Batchers Trinity White, General Port BULLETIN 2373 oe oe 


x“ ee land Cement Co 
eg > vee Universal Atlas Casini Co TODAY! 2101 Farmers Bank Bidg. + Pittsburgh 22, Pa. 


Construction Machinery Co 
Heltzel Steel Form & Tron Co. Clamps (Hose) yoHEl! 
C. S. Johnson Co Dixon Valve & Coupling C al clk BUCKETS 


Bearings (Anti-Friction, Tapered Compressors THE MOST COMPLETE RANGE OF SIZES AND TYPES 


__Relier) ; Allis-Chalmers Co 
Timken Roller Bearing Co Jaeger Machine Co 


Manufacturers’ addresses are listed on page 71 





Coleman Floor Co 














Bins 
Blaw-Knox Division 
Butler Bin Co 4. C. Horn Co 
Heltzel Steel Form & Iron Co Sisalkraft Co 
Iowa Mfg. Co 
tog Form & Tank Corp. Concrete Mixers, Pavers, Tampers 
S. Johnson Co 
Chain Belt Co 


Bits (Detachable Drill) Construction Machinery Co 


3 bd 8 Bay 
Timken Roller Bearing Co Foote Co ; rivili *PILE-DRIVING 
Jaeger Machine Co | HANDBOOK 


Blades (Grader, Maintainer, Snow Knickerbocker Co 


Plow, Bulldozer, Scarifier) Koehring Co 
Shunk Manufacturing Co Kwik-Mix Co. | all 
T. L. Smith Co 0 


Bridges Worthington Pump & Machin- 
American Bridge Co ery Corp } 
Armco Drainage & Metal Prod- By ROBERT D. CHELLIS 

ucts Concrete Vibratecs | Structural Engineer, 

Buckets (Clamshell & Dragline) Electric 
Blaw-Knox Division Co. 
Bucyrus-Erie Co Master Vibrator Co 


Harnishchfeger Corp Vibro-Plus Products, Inc Practical information on methods of procedure and 
C. S. Johnson Co White Mfg. Co , 
Owen. Hacket Co types of piles best adapted to use under varying con- 
Wellman Engineering Co 


Concrete Curing Material 


Tamper & Equipment Stone & Webster Engineering Corp 


Conveying Machinery | ditions, as well as complete mathematical formulae 
Buckets (Concrete) Barber-Greene Co 
Blaw-Knox Division Chain Belt Co 

Construction Machinery Co Iowa Mfg. Co: i i ibli 

Heltzel Steel Form & Iron Co Link-Belt Co quit ene of Ce oul bRtiagrephy “ 
Jaeger Machine Co literature on pile driving. 
Owen Bucket Co Cranes 


Building Papers Austin-Western Co Price $6.50 Postpaid 
Sisalkraft Co Bucyrus-Erie Co 

Cleveland Trencher Co | 

Buildings (Steel) Clyde Iron Works THE CONSTRUCTOR 


Allied Structural Steel Cos Harnischfeger Corp 


American Bridge Co Koehring Co 
Armco Drainage & Metal Prod- R. G. LeTourneau, Inc | Book Department 


ucts Link-Belt Speeder Corp sr oge P 
International Steel Co Michigan Power Shovel Co. Munsey Building Washington 4, D. C. 
Macomber, Inc Northwest Engineering Co 


for the design of pile foundations. Contains piling 
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| ADVERTISERS’ 


PRODUCTS ) 





Crushing Machinery 
Allis-Chalmers Co 
Austin-Western Co. 
Iowa Mfg. Co 


Culverts 


Armco Drainage & Metal Prod- 


ucts 


Cutters (Abrasive) 
Skilsaw, Inc. 
Wodack Electric Tool Corp. 

Decking (Roof Steel & Aluminum) 
Fenestra Building Products 
Macomber, Inc. 


Derricks 
( lyde Iron Works 
Doors (Metal, Wood) 
Ceco Steel Products Corp 
Fenestra Building Products 
International Steel Co 
Kinnear Mfg. Co 
R. C. Mahon Co. 
Truscon Steel Co 
Dredging Machinery 
Bucyrus-Erie Co 
Harnischfeger Corp 
Northwest Engineering Co 
Drills & Drilling Machinery 
Bucyrus-Erie Co 
Timken Roller Bearing Co 


Drills (Electric) 
Skilsaw, Inc. 


Wodack Electric 


Elevators (Material) 


Tool Corp 


American Tubular Elevator Co 
Chain Belt Co. 

Iowa Mfg. Co. 

Link-Belt Co. 

Smith's Hoist & Mfg. Co 


Engines 
Allis-Chalmers Tractor Div 
American Hoist & Derrick Co 
Caterpillar Tractor Co 
Continental Motors Corp 
Cummins Engine Co. 
Detroit Diesel Engine Division 
Harnischfeger Corp. 
International Harvester Co 
Wisconsin Motor Corp 


Expansion Joints 
Laclede Steel Co 
Fasteners (For Steel, Concrete) 
Ramset Fasteners, Inc. 
Finishing Machines (Bituminous) 
Barber-Greene Co. 
Blaw-Knox Division 
Finishing Machines (Concrete) 
Blaw-Knox Division 


Floor Construction 
Smooth Ceilings System 


Floor Covering 
Coleman Floor Co. 


Flooring 
Fenestra Building Products 
Truscon Steel Co. 

Forms (Concrete) and Accessories 
Baker-Roos, Inc. 


Blaw-Knox Division 
Economy Forms Corp 


Heltzel Steel Form & Iron Co. 


C. Horn Co. 


Irvington Form & Tank Corp. 


Richmond Serew Anchor Co 
Joseph T. Ryerson & Son, Inc 
Symons Clamp & Mfg. Co. 
Universal Form Clamp Co 

Generating Sets (Electric) 
Caterpillar Tractor Co. 
Master Vibrator Co 

Graders 
J. D. Adams Mfg. Co 
Allis-Chalmers Tractor Div 
Austin-Western Co. 
Caterpillar Tractor Co 
Euclid Road Machinery Co 


Galion Iron Works & Mfg. Co. 


Koehring Co 
W. A. Riddell Corp. 


Gravel Plants (Portable) 
Iowa Mfg. Co. 


Grinders (Electric) 


Wodack Electric Tool Corp 


Hammers (Electric) 
Master Vibrator Co 
Wodack Electric Tool Corp. 
Hoists 
American Hoist & Derrick Co. 
Clyde Iron Works 
Construction Machinery Co. 
Harnischfeger Corp. 
Jaeger Machine Co 
McKiernan-Terry Corp. 
Hose (Air, Water, Steam, Suction) 
United States Rubber Co. 
Insurance (Automobile, Casualty, 
Compensation, Liability) 
Aetna Casualty & Surety Co. 
Central Surety & Insurance 
Corp. 
Employers Mutuals of Wausau 
Joists (Steel) 
Ceco Steel Products Corp. 
Macomber, Inc 


Kettles, Heating (Asphalt & Tar) 
Standard Steel Works 
White Mfg. Co 

Linoleum 
Coleman Floor Co 





) 
STAY 


W/ ty C 


~ He) OF 


CONSTRUCTION sss DULES 


AAH 


A 


QCKETS 


CLAMSHELL BUCKETS 


INSURE A 
BICCER DAYS 
WORK 


Contractors, Engineers 


Here is the first comprehensive preci ical hand- 
book on WELLPOINTS! This is the isin 
and engi have been seeking 

for years. Not a catalog—not an advertising 
ang ye a valuable authoritative work writ- 
ineers experienced in dewatering 


Y ravored everywhere 
by large and small 
operators in the con- 
struction field, Owen 
Buckets have earned 
a performance reputa- 
tion second to none, 
Write TODAY for 
the CATALOG. eee on OPERATE IT EFFICIENT 
a GRIFFIN WELLPOINT CORP. 
881 East 141s¢ St. New York 54,N. Y. ! 


Please send me, without obligation, my 
copy of THE WELLPOINT SYSTEM. 





. Tells you: @ HOW A 

WELLPOMT SYSTEM FUNCTIONS = NOW TO 
A WELLPOINT LAYOUT © HOW TO IN- 

sTAlL YOUR WELLPOINT SYSTEM « HOW TO 


7750 Breakwater Ave., Cleveland, O. 
Branches: New York + Philadelphia 
Chicago + Berkeley, Calif. 


THFUL 


Title 
Firm 
a Address 


AL EVERY, BITE Clip this to your your letterhead 
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Loaders (Portable) 
J. D. Adams Mfg. Co 
Barber-Greene Co 


Link-Belt Co. 


Lubricants 
Lubriplate Division 


Menders (Hose) 
Dixon Valve & Coupling Co. 


Mixers (Truck) 
Blaw-Knox Division 
Chain Belt Co. 
Jaeger Machine Co. 


Mixing Plants 
Blaw-Knox Division 
Butler Bin Co. 
Chain Belt Co. 
Jaeger Machine Co. 
C. $. Johnson Co 


Nipples (Hose) 
Dixon Valve & Coupling Co. 


Partitions (Steel, Load-Bearing) 


Fenestra Building Products 
Macomber, Inc. 


Pile Drivers 
American Hoist & Derrick Co 
Austin-Western Co. 
Bucyrus-Erie Co 
Harnischfeger Corp 
Link-Belt Co. 
McKiernan-Terry Corp 
Northwest Engineering Co 


Piling (Steel) 
Allied Structural Steel Cos. 
American Bridge Co 
Armco Drainage & Metal Prod- 


ucts 
Bethlehem Steel Co. 


Pipe 
Armco Drainage & Metal Prod- 
ucts 
Laclede Steel Co 


Pumps (Contractors’) 

Barnes Mfg. Co 

C.H.&E. Mfg. Co 

Carver Pump Co. 

Chain Belt Co. 

Complete Machinery & Equip- 
ment Co. 

Construction Machinery Co. 

Gorman-Rupp Co 

Griffin Wellpoint Corp. 

Jaeger Machine Co. 

Leyman Mfg. Corp. 

Marlow Pumps 

Novo Engine Co. 

Rice Pump & Machine Co. 

Sterling Machinery Corp. 

Worthington Pump & Machin- 
ery Corp. 

Pumps (Jetting) 

Complete Machinery & Equip- 

ment Co. 


Griffin Wellpoint Corp 


Quantity Surveyors 
H. A. Sloane Associates 


Quarry Plants 
Austin-Western Co. 
Iowa Mfg. Co. 


Railway Equipment & Track Material 
Wisconsin Motor Corp. 


Reinforced Concrete 
Smooth Ceilings System 


Reinforcement Accessories 
Baker-Roos, Inc. 
Economy Forms Corp 
Richmond Serew Anchor Co. 
Symons Clamp & Mfg. Co 
Universal Form Clamp Co. 


Reinforcing Steel and Mesh 
American Bridge Co 
Bethlehem Steel Co 
Ceco Steel Products Corp 
Laclede Steel Co. 

Joseph T. Ryerson & Son, Inc 
Truscon Steel Co. 


Rollers 
Austin-Western Co. 
Blaw-Knox Division 
Bucyrus-Erie Co. 
Buffalo-Springfield Roller Co. 
Euclid Road Machinery Co. 
Galion Iron Works & Mfg. Co. 
R. G. LeTourneau, Inc. 


W. A. Riddell Corp. 


Roof Deck (Steel) 
Allied Structural Steel Cos. 
Ceco Steel Products Corp 
Fenestra Building Products 
Irvington Form & Tank Corp 
R. C. Mahon Co 
Truscon Steel Co. 


Rope (Wire) 
American Hoist & Derrick Co. 
A. Leschen & Sons Rope Co. 
R. G. LeTourneau, Inc. 
Joseph T. Ryerson & Son, Inc. 


Sanders (Belt, Disc) 
Skilsaw, Inc. 


Sash (Metal, Wood) 
Fenestra Building Products 
Truscon Steel Co. 


Saws (Chain & Portable) 
Skilsaw, Inc. 


Scaffolding (Sectional Steel, Tubular 
Steel) 
Universal Manufacturing Corp. 


Scarifiers 


J. D. Adams Mfg. Co. 
Austin-Western Co. 


Scrapers 
Austin-Western Co. 
Bucyrus-Erie Co. 
Caterpillar Tractor Co. 
Galion Iron Works & Mfg. Co. 
R. G. LeTourneau, Inc. 
W. A. Riddell Corp. 


Screens (Sand, Gravel & Coal) 
Towa Mfg. Co. 
Link-Belt Co. 


Shores 
Baker-Roos, Inc. 
Symons Clamp & Mfg. Co 
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White Front End Loaders 
Have Extensible Booms 


The extending boom feature of White Loaders has been 
greatly commended by all users. It permits loading standard 
trucks without hand spreading. It is not necessary to be close 
to truck to discharge. It can fill high bins or extend over walls. 


At top of 
It can be 


Bucket is close to tractor wheels when loading. 
rise it moves forward and discharges 2'2' ahead. 
dumped at any point in its lift. 


Does not 
Backfiller 


Full mechanical operation, from front of engine. 
interrupt tractor operation nor draw-bar service 
blades interchangeable with bucket. 


Made ONLY for Oliver 77, 88; Case DI, SI, Cl; Minn-Moline 
UT-I; International 1-6, ID-6; 1-30; #20. 


Write for Circular 


ELKHART WIAAte@ Mig. ©Oc INDIANA 

















It's Paster and Safer 


with a Heist- MASTER... 
MANY NEW and IMPROVED FEATURES 


SAVE TIME 
SAVE LABOR 
SAVE MONEY 


NINE MODELS 
400 to 1500 Ibs. Lifting 
Capacity. Line Speed 150 to 
450 ft. per minute. 


WRITE TODAY 
FOR NEW 
1951 
CATALOG 


— 


SMITH’S HOIST & MFG. CO. 
CASSOPOLIS 1 MICHIGAN 
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Shovels (Power) 
American Hoist & Derrick Co 
Austin-Western Co 
Bucyrus-Erie Co. 
Butler Bin Co 
Harnischfeger Corp 
Koehring Co 
Link-Belt Speeder Corp 
Michigan Power Shovel Co 
Northwest Engineering Co 


Shutters (Fire, Labeled) 
Kinnear Mfg. Co 
R. C. Mahon Co 


Slings (Wire Rope) 
American Hoist & Derrick Co 
A. Leschen & Sons Rope Co 


Spreaders (Bituminous Surface) 
Galion Iron Works & Mfg. Co 


Stabilizing Equipment 
Harnischfeger (¢ orp 
Iowa Mfg. Co 


Seaman Motors, Inc 


Steel (Structural) 
Allied Structural Steel Cos 
American Bridge Co 
Bethlehem Steel Co 





Steel (Structural)—Continued 
Fenestra Building Products 
International Steel Co 
Macomber, Inc 
Joseph T. Ryerson & Son, Inc 
Smooth Ceilings System 
Truscon Steel Co 


Steering (Hydraulic Power) 
Garrison Manufacturing C« 


Surety Bonds 
Aetna Casualty & Surety Co 
American Surety Co 
Central Surety & Insurance 
Corp 
Employers Mutuals of Wausau 
Fidelity & Deposit Co 


Tile (Asphalt, Rubber, Cork) 
Coleman Floor Co 


Tires 
General Tire & Rubber Co 
Goodyear Tire & Rubber Co 
United States Rubber Co 


Tools (Pneumatic, Electric) 
Allis-Chalmers Co 


Tools (Powder-Actuated) 
Ramset Fasteners, Inc 





how white is white? 


In William Shakespeare’s words 


ee ; 


an April daisy in the grass.... 


. perfect u hite shows like 


2° 


Torches (Kerosene) 


White Mfg. Co. 


Tractors 
Allis-Chalmers Tractor Div. 
Caterpillar Tractor Co. 
International Harvester Co. 
Oliver Corp., Industrial Div. 


Trailers (Dump & Crawler 
Wheel) 
Euclid Road Machinery Co. 
R. G. LeTourneau, Inc. 


Trailers (Heavy Equipment) 
Jahn Trailer Division 
Rogers Bros. Corp 


Trenchers 
Barber-Greene Co. 
Cleveland Trencher Co 
Harnischfeger Corp 
Michigan Power Shovel Co. 
Parsons Co. 


Trestles (Adjustable Steel) 
Universal Manufacturing Corp 


Truck Axles 


Eaton Mfg. Co., Axle Division 


Trucks (Motor) 
Euclid Road Machinery Co 
International Harvester Co. 


Mack Trucks, Inc. 


Trusses (Steel) 
Macomber, Inc. 


Tunnel Liner Plates 
Armco Drainage & Metal 
Products 
Irvington Form & Tank Corp 


Valves (Air—Self-Honing) 
Dixon Valve & Coupling Co 


Wagons (Dump) 
Austin-Western Co 
Caterpillar Tractor Co 
Euclid Road Machinery Co. 
R. G. LeTourneau, Inc 


Walls 
Fenestra Building Products 
R. C. Mahon Co 


Washing Plants 
Austin-Western Co 
Iowa Mfg. Co 
Link-Belt Co 


Wellpoint Systems 
Complete Machinery 
ment Co 


Griffin Wellpoint Corp 


& Equip- 


Winches 
Clyde Iron Works 





U.. Trinity white—the whitest white cement. 


Trinity white is a true portland cement. It meets all 
Federal and ASTM specifications. Use Trinity white 
for 


paint, ornamental work, tile setting, etc Ask for it 


architectural 


by its full name Trinity white. 


rinit 


White © 


PORTLAND CEMENT 


concrete 


units, terrazzo, stucco, 


Trinity Division, 
General Portland Cement Co., 
111 W. Monroe St., Chicago; 

Republic Bank Bldg., Dallas; 
816 W. 5th St., Los Angeles. 


< 
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MANUFACTURERS LISTED IN 


J. D. Adams Mfg. Co. 
Indianapolis 6, Ind. 


Aetna Casualty & Surety Co. 
Hartford 15, Conn 


Allied Structural Steel Cos. 
20 N. Wacker Drive 
Chicago 6, Ill. 


Allis-Chalmers Co. 
Milwaukee 1, Wis. 


American Bridge Co. 
Frick Bldg 


Pittsburgh, Pa 


American Hoist & Derrick Co. 
St. Paul 1, Minn. 


American Surety Co. 
100 Broadway 
New York 5, N. Y. 


American Tubular Elevator Co. 
800 North St 
Zelienople, Pa 


Armco Drainage & Metal 
Products, Inc. 

2280 Curtis St. 

Middletown, Ohio 


Austin-Western Co. 


Aurora, Ill. 


Baker-Roos, Inc. 
602 W. McCarty St 
Indianapolis 6, Ind. 


Barber-Greene Co. 
Aurora, Ill 


Barnes Mfg. Co. 
603 N. Main St. 
Mansfield, Ohio 


Bethlehem Steel Co. 
Bethlehem, Pa. 


Blaw-Knox Division 
2060 Farmers Bank Bldg 
Pittsburgh 22, Pa. 


Bucyrus-Erie Co. 
South Milwaukee, Wis 


Buffalo-Springfield Roller Co. 
Springfield, Ohio 


Butler Bin Co. 
953 Blackstone Ave 
Waukesha, Wis. 


C. H. & E. Mfg. Co. 
3842 N. Palmer St. 
Milwaukee 12, Wis. 


Carver Pump Co. 
Muscatine, Iowa 


Caterpillar Tractor Co. 
Peoria 8, 

Ceco Steel Products Corp 
5601 W. 26th St 
Chicago 50, Il 


Central Surety & Insurance Corp. 
1737 McGee St 
Kansas City, Mo 


Chain Belt Co. 
1625 W. Bruce St. 
Milwaukee 4, Wis. 


Cleveland Trencher Co. 
20100 St. Clair Ave. 
Cleveland 17, Ohio 


Clyde tron Works 
Duluth 1, Minn. 


Coleman Floor Co. 
936 N. Michigan Ave. 
Chicago 11, Ill. 


c n Machi 





P y & Equip 
Co. 

36-40 11th St 

Long Island City 1, N. ¥ 


Construction Machinery Co. 
Waterloo, Iowa 


Continental Motors Corp. 
Muskegon, Mich 


Cummins Engine Co. 
Columbus, Ind. 


Detroit Diesel Engine Division, 
General Motors Corp. 
Detroit 28, Mich. 


Dixon Valve & Coupling Co. 
Columbia & Hancock Sts. 
Philadelphia 22, Pa. 


Eaton Mfg. Co., Axle Division 
739 E. 140th St. 

Cleveland 10, Ohio 
Economy Forms Corp 

4301 E. 14th St 

Des Moines 13, Iowa 


Electric Tamper & Equipment Co. 


Ludington, Mich. 


Employers Mutuals of Wausau 
Wausau, Wis. 


Euclid Road Machinery Co. 
Cleveland 17, Ohio 


Fenestra Building Products 
2253 E. Grand Blvd 
Detroit 11, Mich. 


Fidelity & Deposit Co. 
Fidelity Bldg 
Baltimore 3, Md 


Foote Co. 
1914 State St 
Nunda, N. Y. 


Galion Iron Works & Mfg. Co. 
Galion, Ohio 


Garrison Manufacturing Co. 
1506 Santa Fe Ave 
Los Angeles 21, Calif 


General Tire & Rubber Co. 
Akron, Ohio 


Goodyear Tire & Rubber Co. 
Akron 16, Ohio 


Gorman-Rupp Co. 
Mansfield, Ohio 


Great Lakes Carbon Corp. 
Building Products Division 

18 E. 48th St. 

New York 17, N. Y. 


Griffin Wellpoint Corp 
881 E. 141st St 
New York 54, N. Y 


Harnischfeger Corp. 
4418 W. National Ave 
Milwaukee 14, Wis 


Heltzel Steel Form & Iron Co 
Warren, Ohio 
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Atna Casualty and Surety Co. 
A.G.C. Forms and Reports 

Allied Structural Steel Companies 
Allis-Chalmers Tractor Division 
American Tubular Elevator Co. 
Austin-Western Co. 


Baker-Roos, Inc. 
Barber-Greene Co. 
Blaw-Knox Division 


Bucyrus-Erie Co. 


Caterpillar Tractor Co 
Ceco Steel Products Corp 
Chain Belt Co. 


Complete Machinery & Equipment Co. 


Construction Machinery Companies 
Cummins Engine Co. 


Detroit Diesel Engine Division 
Dixon Valve & Coupling Co. 


Eaton Manufacturing Co., Axle Division 


Electric Tamper & Equipment Co 
Employers Mutuals of Wausau 
Euclid Road Machinery Co., The 


Fenestra Building Products 


General Tire & Rubber Co., The 
Goodyear Tire & Rubber Co. 
Great Lakes Carbon Corp. 
Griffin Wellpoint Corp. 


Harnischfeger Corp. 
Heltzel Steel Form & Iron Co 
Horn, A. C., Co. 


International Harvester Co 
lowa Manufacturing Co. 
Irvington Form & Tank Corp. 


Laclede Steel Co 
LeTourneau, R. G., Inc 


Lone Star Cement Corp 


Macomber, Inc. 

Marlow Pumps 
McKiernan-Terry Corp 
Michigan Power Shovel Co 


Northwest Engineering Co 


Oliver Corp., The 
Owen Bucket Co 


Ramset Fasteners, Inc 
Richmond Screw Anchor Co 


Rogers Brothers Corp 


Sisalkraft Co., The 
Sloane, H. A., Associates 
Smith’s Hoist & Mfg. Co 


Trinity Division, General Portland Cement Co 


Truscon Steel Co 
Universal Manufacturing Corp 


Wellman Engineering Co 
White Manufacturing Co 
Wodack Electric Tool Corp 





INDEX OF ADVERTISERS 








| MANUFACTURERS LISTED IN GUIDE ) 





A. C. Horn Co. Link-Belt Speeder Corp. 
10th St. & 44th Ave 1201 Sixth St., S.W. 
Long Island City 1, N. Y. Cedar Rapids, Iowa 


International Harvester Co. Lone Star Cement Corp. 
180 N. Michigan Ave 100 Park Ave. 
Chicago 1, Ill New York 17, N. Y. 


International Steel Co. Lubriplate Division 
1715 Edgs ar St Fiske a a Co. 
Evansville 7, Ind. Newark : 


Mack Trucks, Inc. 
Empire State Bldg 
Ne “Ww York Ai N Y. 


lowa Mfg. Co. 
Cedar Rapids, Iowa 


Irvington Form & Tank Corp. 


Secinaton. 6 Macomber, Inc. 


Canton 1, Ohio 
anges Hatin Go. R. C. Mahon Co. 
528 Dublin Ave Detroit 84, Mick 
Columbus 16, Ohio etroit o#, Much. 
Jahn Trailer Division — on 
Pressed Steel Car Co ihe 


601, 6 N. Michigan Ave pusher Viewer Co 
Ill , 


105 Davis Ave 
Dayton 1, Ohio 


Chicago 2, 


C. S. Johnson Co. 


Champaign, Ill McKiernan-Terry Corp. 


18 Park Row 
Kinnear Mfg. Co. New York 7, N. Y. 
650-680 Fields Ave 
Columbus 16, Ohio Michigan Power Shovel Co. 
485 Second St 
Knickerbocker Co. Benton Harbor, Mich 
Jackson, Mich. 
Northwest Engineering Co. 
Koehring Co. Field Bldg. 185 S. LaSalle St 
3026 W. Concordia Ave Chicago 8, Ill. 
Milwaukee 10, Wis 
Novo Engine Co. 
Kwik-Mix Co 212 Porter Si 
Port Washington, Wis. Lansing 5, Mich 


Laclede Steel Co. Oliver Corp., Industrial Division 
Arcade Bldg 19300 Euclid Ave 
St. Louis 1, Mo Cleveland 17, Ohio 


A. Leschen & Sons Rope Co Owen Bucket Co. 
5000 Kennerly: Ave. 7750 Breakwater Ave 
St. Louis 12. Mo Cleveland 2, Ohio 


Parsons Co. 
R. G. LeTourneau, Inc. Newton, Iowa 
Peoria 5, Il 


Ramset Fasteners, Inc. 
Leyman Mfg. Corp. 12117 Berea Road 
Cincinnati 2, Ohio Cleveland 11, Ohio 


Rice Pump & Machine Co. 
Grafton, Wis. 


Richmond Screw Anchor Co. 
816 Liberty Ave 
Brooklyn 8, N. Y. 


W. A. Riddell Corp. 


Bucyrus, Ohio 


Rogers Bros. Corp. 
223 Orchard St. 
Albion, Pa. 


Joseph T. Ryerson & Son, Inc. 
P.O. Box 8000-A 
Chicago 80, Il. 


Seaman Motors, Inc. 
276 N. 25th St. 
Milwaukee 3, Wis. 


Shunk Mfg. Co. 
Bucyrus, Ohio 


Sisalkraft Co. 
205 W. Wacker Drive 
Chicago 6, Il. 


Skilsow, Inc. 
5033 Elston Ave. 
Chicago 30, Ill. 


H. A. Sloane Associates 
415 Lexington Ave. 
New York 17, N. Y. 


T. L. Smith Co. 
2853 N. 32d St. 
Milwaukee 10, Wis. 


Smith's Hoist & Mfg. Co. 
Cassopolis 1, Mich 


Smooth Ceilings System 
802 Metropolitan Life Bldg. 
Minneapolis 1, Minn. 


Standard Steel Works 
North Kansas City, Mo. 


Sterling Machinery Corp. 
1950 Santa Fe Ave 

Los Angeles 21, Calif. 
Symons Clamp & Mfg. Co. 
4259 W. Diversey Ave. 
Chicago 39, Tl. 


Timken Roller Bearing Co. 
Canton 6, Ohio 


Trinity White, General Portland 
Cement Co. 

111 W. Monroe St. 

Chicago 8, Ill. 


Truscon Steel Co. 
Youngstown 1, Ohio 


United States Rubber Co. 
Rockefeller Center 
New York 20, N. Y. 


Universal Atlas Cement Co. 
100 Park Ave. 
New York 17, N. Y. 


Universal Form Clamp Co. 
1238 N. Kostner 
Chicago 51, Ill. 


Universal Manufacturing Corp. 
400 North St 
Zelienople, Pa. 


Vibro-Plus Products, Inc. 
54-11 Queens Blvd 
Woodside, Long Island, N. Y. 


Wellman Engineering Co. 
7015 Central Ave. 
Cleveland 4, Ohio 


White Mfg. Co. 
Elkhart, Ind. 


Wisconsin Motor Corp. 
Milwaukee 46, Wis. 


Wodack Electric Tool Corp. 
4627 W. Huron St 
Chicago 44, IIl. 


Worthington Pump & Machinery 
Corp. 
Holyoke, Mass 


Worthington Pump & Machinery 
Corp. — Equip. Div. 
Dunellen, N. J. 





McKIERNAN-TERRY 
Ruggedly-Built 


PILE EXTRACTORS 


Provide exceptional pulling power, with the 
sharp energy of blow needed to vibrate and 
loosen stubbornly set piling. These double- 
acting extractors come in two standard models— 
heavy and extra heavy. Standardized line also 
contains 11 double-acting hammers and 5 single- 
acting hammers. Write for free bulletin. 

Also builders of coal and ore bridges, bulk 
material unloaders, bridge operating mecha- 
nisms, hoists and marine equipment, and specially 
designed machinery. 


McKIERNAN-TERRY CORPORATION 


Manufacturing Engineers 18 Park Row, New York 38, N. Y. 





WODACK “DO-ALL”’ 
Electric Hammer 


A score of tools in one 


You use the adaptable Do-all for many 
jobs. It drills concrete, brick or stone. 
2400 hard blows per min. Takes 20 sizes 
star drills (%” to 1%”) in 5 lengths up 
to 24”. Also tools for chipping, routing, 
channeling, calking, vibrating, ete. De- 
tach hammer (1 min.) and Do-all is ready 
for metal drilling (up to %"), wood drill- 
ing (up to %”), grinding, buffing, etc. 


Saves time and labor 


You will speed your work with Do-all. 
Drills a %” hole in ordinary concrete 
1” deep in 15 seconds (or less). Easy 
to operate: only 15 Ibs. Runs from lamp 
socket or generator. 


GET THE FULL FACTS TODAY 
WRITE FOR BULLETIN 442-C 


Wodack Electric Tool Corp. 
4627 W. Huron St., Chicago 44, Ill. 
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BUILT NOT ONCE BUT 


> TWICE! 


Cummins is the custom-builder of the Diesel 
industry. Each engine is built to fit the job— 
and the individual piece of equipment in which 
it is to be installed. And every Cummins engine 
is built tvice. First, each engine is assembled, 
run-in tested. Then it is disassembled com- 
pletely, and inspected. Finally it is reassembled 
and tested again, This extra care in precision 
building. Cummins exclusive fuel system, effi- 
cient parts and service organization... mean 
less “down-time” and more power and _ profits 


for Cummins users. See your Cummins dealer. 





_ Cummins 


TST VM 
= BUILT 


biestls 


Lightweight High-speed 
Diesel Engines (50-550 hp) 





for: on-highway trucks 
off-highway trucks + buses 
tractors + earthmovers 
shovels + cranes 

industrial locomotives 

air compressors 


CUMMINS ENGINE COMPANY, INC., COLUMBUS, INDIANA  :::\"9 1218 ond ‘coders 


drilling rigs 
Export: CUMMINS DIESEL EXPORT CORPORATION + Columbus, Indiana, U.S.A.+ Cable: CUMDIEX pron oe pumps 


generator sets and power units 
work boats and pleasure craft 


Diesel power by 
CUMMINS ® 





en big output, reliable shift- 
after-shift performance . . . these are 


reasons why contractors prefer Bucyrus-Erie 
excavators. In construction work where speed 
is vital and lost time costly, Bucyrus-Eries stay 
on the job — building roads, digging base- 3. Machine 


ry is Acce. 


. . i ° 
ments, on the most demanding excavating Se, Parts repli Ssible fo. 
: n 


fi 
, : ; Sement q 
and material handling work. Their records 
show why Bucyrus-Erie *s- to 4-yard gasoline, 
diesel and single-motor electric excavators are 


28S5es51Cc 


SOUTH MILWAUKEE, WISCONSIN 





